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EVERY DAY some 40,000 people poss in immediate vicinity of call office of brand-new Terminal Cleaners in 
busy Journal Square Terminal, Jersey City, N. J. Commuters provide bulk of business. See story on page 46 


New layout doubles small-plant output 


Personal touch holds high-class patrons Page 42 


New fur vault draws suburban customers... .Page 96 
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Hyflo”* completely removes all solid soil— 
without removing active detergent! The 
result is that in charged system cleaning you can 
ichieve important cost savings, make detergents 


work longer and do a better cleaning job. 


Whether you are using a washer-extracter, an 
extractor-rinse or just one or (Wo w ashers, 
simply follow these two steps: (1) employ Hyflo 


in your filter; (2) distill rinse solvent regularly. 


Unlike other materials, Hvflo does not adsorb or 





remove active detergent. Thus you can maintain a 
high detergent concentration throughout the washer 
run. Yet this lightweight, highly porous filter 
powder does screen out all insoluble dust, dirt 

and other soil... gives vou crystal-clear solvent, 

it fast flow rates. Your garments come out 

cleaner, vou get longer filtration cycles, you 


need to re pl ice solvent less often. 


lo find out more about Hyflo and how to use TOADE Manns wecisTEMCo 


itto best advantage, ask vour dealer fora copy of A CELITE PRODUCT 


the new Sixth Edition of the 52-page Drycleaners’ FOR THE DRY- CLEANING INDUSTRY 
Handbook. It's yours without cost or obligation. lo} oa ill 
Johns-Manville, Box 60, New York 16, N. Y. Z 

In Canada, 199 Bay St.. Toronto 1, Ontario. 














J%| Johns-Manville HYFLO 


the filter powder for charged system cleaning 





There is no transfer 


of lint from darks 
to lights! 





Color and fabric 





Classification time 





is eliminated! 


Finishing is 
easier and faster! 


* eliminati f J , , 
pe ‘/ Tumbling capacity 





is increased! 


with 


BUCKEYE 


From the Davies- Young laboratories from fashionable 


Static is eliminated 





comes the revolutionary discovery of synthetic fabrics! 


amazing new qualities possessed by 
Buckeye Clean-Charge! Tried and tested 
in leading plants throughout the nation, 
the anti-static ingredient that is incorpo- Wette for ferther lnfermetion es 


rated in Buckeye Clean-Charge gives the 


best lint-free results! 
LINT-FREE CLEANING 





SYMBOL OF QUALITY 


SOAP COMPANY 


BOX 995 DAYTON 1, OHIO 





* patent applied for 


NATIONAL CLEANER & DYER, Novem! 
1o4u W Chestnut St t. Lancaster, Penna 
1 ted State and ¢ ! la. $4.00. Foreign, Sf 





BE SAFE 


in hand-finishing the 
heat-sensitive fabrics 


Nyce Matic 


THUMB-OPERATED 


STEAM-ELECTRIC IRON 


| 
Holds heat within 2 ; ¥ ZQ@7. (at Low SETTING) 
with NO WATER SPOTTING! 


New fabrics 


can be ruined by high heat” 


Textile authorities nome 275 as the top limit for ironing most 


IF YOU COULD LOOK 
INSIDE YOU'D KNOW 


synthetic fabrics. Higher heat may cause permanent damage— 
fused fibers, ugly glaze—that will result in expensive claims. 


STEAM ENTERS 


DrycoMatic’s Temperature 
always under safety limit 


S)] HAS 28 
SAAS) BUILT-IN 


*)/ TRAPS 


ow , 
f Vv | SOLEPLATE 
(x 
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Precision-built thermostat on the DrycoMatic Iron maintains a 
temperature, at low setting, within the range of 248° to 269° 


| 
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| safely below heat limit named by synthetic fiber producers. 
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STEAM EXITS 


STEAM MUST ) 
(TRAVEL FI FROM 
TRAP TO TRAP 
(TO REACH THE 
OUTLET?) 
” 
ANY DROPS OF 
WATER IN THE 
INCOMING STEAM 
VAPORIZE WHEN THEY 


HIT THE HOT TRAPS 
“< I THE SOLEPLATE 


Onder Tlom FROM YOUR SUPPLIER © 1933 


yew 
Dryco CORPORATION oh EVANSTON, ILLINOIS 
v (SUBURB OF CHICAGO) 


Finish better...20% faster! 


Finishers are freed from obsolete 

foot pedal; have greater working DrycoMatic Thumb-Operated 
et 98%. Steam-Electric tron, complete 
with Speedway Assembly: in- 
NO HEAT IN OPERATOR'S FACE Stee a Glam Seen, See 


A-Wey arm, solenoid valve, 


range. Their fatigue 


Unique soleplate design permits pilot light, separator, mount- 
small separator, mounted below ing bracket, ready to install. 


the board, for cooler operation. eneaiin ag 50 
STOPS FOOT-PEDAL FUMBLING...CUTS FATIGUE 50% MODEL 6360 (6-Ib.) 8? 





THOUSANDS OF CLEANERS 


ATTRACTED IMMHEIONS OF 
NEW VOLUME IN THE PAST YEAR 


(HELD OLD CUSTOMERS, GAINED NEW ONES) 


"NEV-R-SPOT ... FabricRenewing 


thes PLATE LINERS PRESS PLATES 


* = . 
72 a 
<<." . wv ~~ 


petit o> 
\ \ 


17 WILL COST YOU LESS TO GIVE YOUR CUSTOMERS 


CRISP, SPARKLING FINISHING. 


SAFEST busy OF ALL FABRICS 


Sissies, ~~ 


PATENTED AND 
PATENTS PENDING 


NEV-R-SPOT Liner 
Stops Steam Marks! 


eur NEW LIFE 


IN YOUR PRESSES! 


A DAVIS NEV-R-SPOT STEAM-CONDITIONER LINER on ever 


makes you sure of finest finishing on all garments and oll fabrics. Ste 


DAVIS FABRIC-RENEWING PRESS PLATES put new life in gorment 
The exclusive burred surface lifts the nap, restores original finish. New 
reaches and revives each fiber; its heat is reduced to o safe 7 life in presses, too— you get faster steaming and better pressing because 


nickel spots ore bon: Davis Plates have 6 times more perforations 


We eee 





Jets of steam from 


. DAVIS NEV-R-SPOT LINERS AND FABRIC-RENEWING PRESS PLATES ARE 
presshead hit Nev- 
R-Spot Liner and AVAILABLE FOR ALL MAKES AND MODELS OF DRYCLEANING PRESSES 
ore forced sideways NEV-R-SPOT PRESS 
thru its thousands LINERS PLATES 
of tiny canopied 
openings. Gentle, 38" to 46” utility sizes $10.95 $14.85 
even steam issues 47” to 54” sizes 13.95 19.25 
thru grid plate’s 
perforations, with 


DAVIS NEV-R-SPOT LINER heat and moisture 


uniform over entire 


SPRAYS STEAM SIDEWAYS! pressing surface. 


Mushroom sizes 8.95 11.00 
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MANUFACTURERS, 
ORDER NOW erom your supptier EVANSTON, ILL.(sueurs oF cHICAGO) 
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PEATURES We've talked to three plantowners in the last month 


who either don’t want to increase their volume beyond 
its present level, or who wish that their plants were 
smaller. These men, whose volumes are in the $200, 
C,ood Layout Aids Small Plant by William R. Palmer 338 000-300,000 category, are all firmly convinced that 
they made more money, had 
fewer thorny problems, and 
Some Location! by Henry Mozdzer } How Big? got more fun out of running 
| : their businesses when they 

gna om were on a smaller scale. 
Plant Moves—Sales Rise by Henry Mozdzer_ 6: Size, they said, had brought a bigger payroll 
greatly increased overhead, the complications of 
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Part Ul by Henry Mozdzer : much more in the personal account at the year's end 
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Standards for Cleanabilits bv Albert E. Johnson thetic unit and five or six employees at most 
All this started us to thinking about size. Thess 
men were not small-minded or stupid. They were 
ll running nice plants and as nearly as we could 
judge were doing all right 
How, we wondered, does this viewpoint jibe with 
DEPARTMENTS the oft-expressed maxim that there is no. standing 
still, that a business is either going up oF headed 
down? It may be that there are a lot of exceptions 
Letters to the Editor é to the old maxim, that a man can reach an economi 
level, be happy and satisfied with it, and do pretty 
well by himself and his custemers without getting 
Business Builders 2 ny bigger 
Mavbe the times have a lot to do with it taxes 
inflation, the labor situation, and the rest of the 
Editorials ‘ things that aren't all they might be 


Signs of the Times 


Gadgets and Gimmicks 


If there is an answer to this size question, it prob 
lies in the size of a man’s executive ability. Our 
Questions and Answers 6S three friends aren't ready for retirement by any 
means. If they do sell out and get small plants those 
Tr . by Stree 00 , 
Legal Decisions | i tre t I m plants wont be small long 
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NED. News 106 A few days ago we broke down and bought a tele 
vision set. Like most new viewers we've been twirling 

News Notes in the Trade 117 the channel knob half the night and taking in doz 

People and Places 127 ens of quiz shows, dramas, detective programs and 
the rest. The other evening we took in “My Friend 

Obituaries 131 Irma’ for the first time and 

Meetings Scheduled 132 got quite a belt out of not 


Irma’‘s Hero ing that the guy who made 


Classified Advertisements 133 out the best was a dryclean 


Advertisers’ Index 138 ing routeman. At one point 
Irma was snatching her dresses off the hangers and 
trampling them to have an excuse to call him back 

Our hat’s off to the TV writer who made the hero 

a drycleaning routeman instead of a milkman or 

brush salesman. Here's hoping he keeps it up 
CONVENTIONS Speaking of routemen, Pete Day in Philadelphia 
has his routemen capitalize on the plant's free repairs 
by calling the customer's attention to the replaced 
button or mended lining when the garment is cde 
live re d 
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9537 R R St 


for Lipstick and Lacquer 


Expert spotters select PYRATEX 

for those really obstinate stains 

which do not respond to 

even the best paint remover. 

Straight PyraTex is unusually effective 
in the removal of lacquer, fingernail 
polish, airplane dope and all the 

other stains which resist paint removers 
because of their collodion content. 


Equal parts of PyRATEX and SOLVENT 
make the most economical dry spotter 
for paint-oil-grease. 

Equal parts of PyRATEX and WATER 
make the most economical wet spotter 
for paint-oil-grease. 

Order a case of PyraTEex from 

your favorite jobber and write to us 
for free copy of treatise 

titled “Lipstick Loads.” 





BUY PYRATEX. 


J 
aii 


. 


{ 
R.R. STREET & CO.,INC. 


561 WEST MONROE ST., 


CHICAGO 6, ILUNOIS 


ee? & Co 


NY ine 


eas 


porte’ 
BASE for making wet of dry * 


e and save 


“ POPPERS IS ORT SED aE TAF 


you order from your jobber 
you take 
full advantage of the saving made possible by our 


When 
in the original 4-gallon case 
mass production and distribution 
in this standard package 

If 


automatically 


you order less than a case you 


your jobber’s cost of handling 


it least 


Increase 


packaging, delivering and billing, 


a portion of which he must pass on to you 


Save 35c on each gallon you use by ordering 


in the standard 4-gallon cas« 





" Sache: FLOW-RINSE 


has boosted my production 








says Jack Rosky 


OWNER OF 


ATLANTIC SERVICE 


CLEANERS & DYERS 
Atlantic City, N. J. 


Jack Rosky, pictured above with 
his new Flow-Rinse extractor, 
was the first drycleaner to use 
this latest Fletcher development 
for complete and automatic rins- 
ing with the charged system. 

In a recent unsolicited letter 
to Fletcher expressing his com- 
plete satisfaction with the new 
extractor, Mr. Rosky says, 
“Fletcher Flow-Rinse has 
boosted my production by 100%. 
I formerly produced 600 lbs. per 
hour and am now able to pro- 
duce 1200 lbs. per hour. Obvi- 

ously, this has made a big saving in operational costs 
Furthermore, I am saving labor costs in my spotting de- 
partment and have practically eliminated wet cleaning 

“As far as quality of work is concerned, it is so excel- 

lent as to be almost unbelievable. The clothes have that 
‘right feel’ and a brand new look. The white work is what 
we call ‘real white’ 
FLETCHER WORKS _Fieteyee Flow-Rinse gives to the dry cleaning business 
213 GLENWOOD AVE everything it needs to produce quality work with the 
PHILADELPHIA 40, PA charged system without a large initial investment or large 
installation, piping, or foundation cost. It was installed 
like any other extractor without much additional cost, and 
Please send me, without obligation, more in it will certainly fit into any plant that has bought new 
formation on your new Flow-Rinse extractor equipment since the Second World War” 

Jack Rosky’s commentary seems to sum up the advan- 
tages you can obtain by installing a Fletcher Flow-Rinse 
Conseny Extractor economical automatic two-bath cleaning 
‘pti If you would like further information on this new method 
City of extractor rinsing just clip the coupon, fill it out and mail 
it to Fletcher. There's no obligation, of course. 


FLETCHER WORKS 


213 GLENWOOD AVE PHILADELPHIA 40, PA. § 





Gentlemen: 


Nome 


Title 
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MORE FACTS—FEWER WORDS 
...that’s the VIVIDOL story 


Pe ae 


is the only test of a “charge soap” 


"Uh t's Conductivity... 


In actual tests by an independent testing laboratory 
VIVIDOL CHG was found to have a higher conduc 
tivity than any other leading soap. These were the 


conductivity measurements found: 


Nationally Advertised Soap A 
Nationally Advertised Soap B 
Nationally Advertised Soap C 
Soap A with .7% 
VIVIDOL CHG 


12 unitst 
LO unitst 
30 unitst 
110 unitst 
280 unitst 


controlled water 


t(all soaps measured with standard conductivity 


meter with 4% charge. Units reciprocal of 


megohms 


Without moisture VIVIDOL CHG has more than 
twice the conductivity of its nearest competitor 


with moisture 


“U's Sot Removal... 


Tests in identical cleaning units using standard soil 
swatches prove that VIVIDOL CHG removes more 
soil and gives brighter work than any other soap 


This is an actual study in a two-bath 4°7 charge 


VIVIDOL SOAP A 


Percent of Greving LY 
Cotton Soil Removal JO", 86: 
Wool Soil Removal 96; SS‘ 


"t's Relative Humidity... 


HYDROSORB chemi 


cally controls the relative humidity of solvent in 


Stamford Chemical’s 


addition to controlling its purity. Not only does 
HY DROSORB allow the greater use of moisture 
with complete garment safety, but also main 
tains the fatty acid count of your solvent uni 
formly low without removing any of the soap. A 
free pamphlet explaining Relative Humidity 
and Moisture Control in Drycleaning will be 


sent to you upon request to the address below. 





Read what Jack Rosky of Atlantic Service Cleaners, 
Atlantic City, N. J., has to say about VIVIDOL CHG 
“2... ve been running VIVIDOL CHG in my Fletcher 
Flow-Rinse Extractor and am most pleased with the 
extraordinarily high percentage of pass ups and the 
exceptional brightness. | went through the entire 
summer—on the seashore—with uniform cleaning 


and no wrinkling . Truly magnificent cleaning 





The Stamford Chemical Company 


MANUFACTURING CHEMISTS 
60 Spruce Street, Stamford, Conn. 


For November, 1953 


When writing to advertisers please mention The NATIONAL CLEANER & DYER 





This Solvo-Miser 75 is the latest addition to Hoyt’s well known line. 
With this 75 lb. capacity (dry weight) unit Hoyt now offers the most 
complete line of reclaimers —there’s a Solvo-Miser for every 
requirement — from the smallest shop to the largest cleaning estab- 
lishment. For full information, write Hoyt Manufacturing Corp., 
Westport, Massachusetts. 





HOYT MANUFACTURING CORP. WESTPORT. MASS ORYERETTE WESTPORT G.F.D. ORYER SOLVO-MISER 


National Cleaner & Dyer 
e NATIONAL CLEANER & DYER 





a fallin & RSR ceguating aolutcgw 


for less than the j : 


3 penny lollipops 


Right ... it costs you less than 3 cents to make a gallon of the fastest-acting, 
surest-acting digesting solution you can buy! 


You get enough for 141 gallons of digesting solution from every pound jar of RSR! 


For better work, maximum efficiency and for 
ECONOMY that no other digester can match... 


that 


nm RSR Bath first 


This is routine practice in the most profitably- 
operated shops in the country. 


Following this practice is found to be particu- 
larly desirable where the strong soap solution 
is used... because the RSR Bath makes it easy 
to wash away spots that, otherwise, may be so 


va . —) - 
» eet tH 88 comean’. | 
avon ace rom 


hard-set and tenacious that only a hazardous 
amount of hard, hand scrubbing could remove 
them. 


WALLERSTEIN COMPANY, INC.* 180 MADISON AVENUE, NEW YORK 16, N.Y. 


For November, 1953 


When writing to advertisers please mention The NATIONAL CLEANER & DYER 





LETTERS to the EDITOR 


Glad To Help! 
lo the Editor 

We would appreciate your information whether you 
the rights to perform translations of 
some articles in your magazine and if we could be en 
illustrations, which we may find of 


could vive us 
titled to use your 
use on this side 

For vour guidance, we beg to sav that our aim is to 
improve the skill of the members in our cleaner’s as 
sociation here and give their employees an opportunity 
to render the Finnish public better cleaning opportuni 
ties, based on your experiences 

Further believe we shall be able to use your 
illustrations for taking mats, if you would not have mats 
available for our use, as we think they are quite clear 
and distinct in your magazine, of which the writer has 
been a steady subscriber for years and still am 

It certainly would mean an improvement for the 
Finland cleaning industry if you would reply in the 
affirmative to our above enquiries and we are looking 
forward to an early receipt of your positive reply with 
interest 


we 


S. KARMI 


Helsinki AmericanO A.B 


We 
wlosed 


Finland os 


ouldn’t read the 
bait the 


ittractive 
tell us hi 


promotion folder Mr. Karmi 


picture firm offers every imaginable 


Don't Forget To Notify! 


lo the Editor 


Please send my magazine to the new address. I have | 
neglected notifving you and consequently I have not | 


bee nrecemvingg mV magazine regularly 
Kee pup the good work 


vestment for any drycleanet 


The magazine is a good in 


ARBLI 


Vivian, Louisiana 


Launderer on Sport-Shirt Cleaning 
lo the Editor 

Il was very much interested in your article regarding 
sport shirts in your August issue of CLeaner & Dyer, It 
came out in the midst of a dicussion we were having 
locally with other cleaners and launderers 

However, we do not think vou arrived at the right 
solution from the which was, that the dry 
cleaners should get into the shirt laundering field 
although you are right regarding the drycleaning prices 
for sport shirts being too high. Your survey showed 
only one drycleaning plant operating a shirt laundry 
and its rating was unsatisfactory. 


survey 


12 


MIAYNER | 
Mode rn ( le ane rs | 





The right conclusion we have arrived at locally is that 
sport shirts, other than cotton, should be handled by the 
drycleaning department and either washed or dry- 
cleaned as necessary, but should be finished on the 
steam head presses rather than hot head. 

We will package on hangers and price about 10 
cents over laundry prices. 


SypneEY W. Garrison, Manager 


Moultrie, Ga Moultrie Laundry & Dry Cleaning Co. 


How To Cure a Burn 


To the Editor: 


Of all the instructions, notes, etc., we received with 
orders from our customers, we believe we have had the 
‘Daddy of ‘em all.” Attached to a pair of trousers that 
had been burned was this note. To wit: 

“After | scorched these trousers | put some Unguen- 
tine on the places that were injured—then water and 
finally lemon and salt and put in the sun. 

“I hope you can do something with the pants—or 
that they can be mended.—Mrs. K.” 

We felt that this incident might be of interest to 
your readers. 

Jack Gore 


Beaumont, Texas Gore’s 


They tell us everything's biggest in Texas—why not the big 


Ep. 


vest customer boner? 





a 








So your truck is missing? Give me a few days to look around—it moy 
turn up, like my groy suit!" 


National Cleaner & Dyer 
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H ermannt 


HERMAN N. BOSBACH, 
well known New England 
dry cleaner, clearly appre- 
ciates the efficiency and 
convenience of GROSSAIR 
Open-End Tumblers. Avail- 
able in three sizes: 42 x 42, 
38 x 36 and 36 x 30, there 
is a size to accommodate 
every washer load and 
maintain a balance clean- 
ing cycle. 


Write on poroue for detacls / 


Originators and Manufacturers of the World's Finest Dry Cleaning Equipment 
183 HALBERT ST. Founded 1923 BUFFALO 14, N. Y. 
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Problems with silk finishing? 
Trouble with green help? 


You'll find all the answers in the 


Manual tor 
TRAINING 


SILK FINISHERS 


BY LAURA HERRMANN PORTERFIELD 


A complete textbook 
on silk finishing— 

step-by-step instructions 
for training new help or 
retraining present opera- 


tors in every phase of silk 


finishing, using all types 


of equipment 


Reprinted from the NATIONAL 
CLEANER © DYER series by a 
leading expert—known through- 
out the drycleaning industry as a 
former instructor at the National 
Institute of Drycleaning, demon- 
strator for equipment manufac- 
turers and plant consultant in silk 


finishing 


THE NATIONAL CLEANER & DYER 

304 East 45th Street 

New York 17, WN. Y. 

Gentlemen CHECK MONEY ORDER 


Please send me my copy (postage paid) of the MAN 
UAL for TRAINING SILK FINISHERS by lLovura Herrmann 
Porterfield 


Name 
s NOW — in answer to countless requests 
Boe from subscribers—reprinted in permanent 
Address booklet form—complete with detailed, 


: how-to-do-it photographs. 
City State 


Price $1.00 


14 National Cleaner & Dyer 
When writing to advertisers please mentor ve NATIONAL CLEANER & DYER 









“100” WAS HEX Gukuciion Wsher-Catiaciord make the difference ! 





Unretouched photo 
graph of Neild dry 
cleaning room clearly 
shows how WASHE*X 
simplifies and improves 


layout. 





Pass-Ups UP...Wet Cleaning DOWN... en 
Fabrics never easier to press! 


Dry cleaners who demand the finest select WASHEX Combination 
Washer-Extractors. Double handling of work is eliminated by the 
combined washing-extracting operation and exclusive WASHEX 
Advanced Cyclonic Whirl Cleaning greatly improves quality and 
assists in speeding work through the plant. 


The “100” WASHEX Combination Washer-Extractor is real dry 
cleaning efficiency at its peak. Investigate today and find out why 
the nation’s finest dry cleaners have selected WASHEX Combina- 
tion Washer-Extractors for the most distinguished dry cleaning sedibiiiaiidcashonties PPO PTES hist 

performance. Result, inettective cleansing action —_Resuit, Gentle, yet thorough pen cleansing 








Gentlemen 
COMBINATION Wasmte-tETeactoe 
us : weaeres Please send me your latest literature regarding 


. | The 100° WASHEX Combinotion Washer 
Extractor 


t 
f , t . r' : 
WASHEX MACHINERY CORPORATION —<—< 
Washer-Extractor 
Firm Name 

192 BANKER STREET FREE: 

e 
BROOKLYN 22. N. Y. Send for your 1953 


descriptive literature 


Nome 


Address 


City Zone State 





Ty! 4. CHARGE! 


in a SINGLE BATH METHOD 


ao even more efficient! 


wit proven MOIre economical! 
PROVEN PROCESS (Oar) plants! 


"" BUCKEYE 


BUCKEYE 
CLEAN-CHARGE 


@ is light in color . . . solvents remain 


clear and clean! 
@ is composed of synthetic materials! 


@ has a fabric retexturing quality! 


@ removes a high percent of carbon 
type soil and a high percent of we 





4Y, CLEAN-CHARGE 


IN A SINGLE BATH AND SEE THE OUTSTANDING 


RESULTS! YEARS 


EXPERT TESTING HAVE RESULTED IN THIS 
HIGHLY EFFICIENT SINGLE BATH METHOD! 


Lovee tine, 











Caves mney 





OF CONSTANT RESEARCH AND 


e Short cleaning cycle! 

e Faster, easier finishing! 

e Cleaning room capacity 
increased! 


e Spotting is at a minimum! 
e Wet cleaning is at a minimum! 





SOAP COMPANY 


BOX 995 DAYTON 1, OHIO 


Producers of Quality Products for the Cleaning and Laundry Industry Since 1844 
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Rug, carpet and upholstery 
cleaning department started as 
side-line often becomes 

most profitable part 

of business! 


THERE’S BIG MONEY in rug, carpet and upholstery clean 
ing ... and YOU are in a good position to earn it. Your cus 
tomers have rugs and upholstered furniture that need cleaning 
at least once a year. Many of them have tacked-down carpeting 
that never gets cleaned . . . until some enterprising cleaner 
comes along and offers to shampoo it on location. YOU can 
get this business. Your customers know you for dependable 


workmanship, and will readily trust you with their cleaning 


A Bright Future 


Business from your present customers is only a beginning 
Aggressive advertising will bring you plenty of new business 

. not only from homes, but also from stores, theaters, hotels, 
apartment buildings, lodge halls, churches, etc. HILD helps 
you advertise at small cost by furnishing newspaper ads, radio 
announcements, postcards, circulars and many other Sales and 


Advertising Aids 


Easy to Get Started 


All the HILD Equipment you need to get started can be bought 
with a down payment as low as $450. A HILD representative 
will carefully instruct your employees. HILD pioneered on 
location cleaning and the HILD System is today used by lead 
ing cleaners everywhere. Don’t delay getting into this big-vol- 


ume, money-making business. Mail the coupon now! 
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No more hand scrub 
bing with the 
HILD All-Auto-Matik 
Upholstery 
Shampoo Machine 


HILD Portable 
Rug Beater 


» 
HILD Wet-end-Dry i ( 
Heovy Duty VACUUM ‘ 
aD 


Mail TODAY for FREE CIRCULARS System 


1S@ ee e222 2222 282 2 SS eee eeeaeeeaeaeaaaae 
a 

HILD FLOOR MACHINE CO., 
740 W. Washington Bivd., Chicago 6, Ill. 


, 


Send free circulars on rug, carpet and upholstery cleaning 
Nome 
Address 


City State 


z 
oO 


‘aee ee eee eee eeeeee eee ee eee eae aaa aeaeaeaaeaeaaea = 
HILD Factory Branches at: 

250 E. 43rd St., 4271 W. Third St., 

New York 17, N. Y. los Angeles 5, Cal. 
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Public Service by Drycleaners: Several members of 
the industry have responded to pleas for assistance for 
victims of the recent earthquake in Greece. Among 
those helping are: Pappas Cleaners, Joliet lll., by col 
lecting clothing; Bob and Phil's Dry Cleaners, Lansing, 
Mich.. by offering free cleaning of blankets designated 
for the lonian Islands and several members of the 
Saginaw Mich Dry Cleaners Association, who are 
also cleaning blankets free of charge 

Haight Cleaners, San Francisco, is collecting cloth 
ing for the American Friends Service Committee tor 
shipment to people living in Communist countries 

Among the merchants of City Line, a 
Brooklyn, N. Y., who sponsored a bus trip for local 
children was Nu Mode Cleaners, This firm provided 
candy tor the trip 

Sunset Cleaners Beach, Calit helped the 
members of Boy Scout Troop Number 2S, by cleaning 
their American Hag and troop flag free of charge 

Korean veteran Wally Roessler, Gifford, Il, asked 
Rantoul, HL, for special quick service 
in cleaning his uniform. He got it—without any charge 
tor the job 

Among local firms that distributed free tickets for a 
motion picture to children in the Los Feliz Hills area 
of Los Angeles is Wise Way Cleaners 

Morrell Cleaners and Furriers, Aurora, Hl 
the benefit of St 


section im 


Ocean 


\ alls ( leane rs 


IS spon 


oring a fashion show for Joseph's 
Hospital 

l.. Michael & Son, New Richmond, Wis., is now dry 
cle aning tree of « harge any clothing contributed for the 
relief of Korean war victims 

New president of Errol-Woodstock Lions club is 


Al Cash of Cash's Cleaners, Portland, Ore 


School Days Bring New Co-op Plan: A number of dry- 
cleaners throughout the country have formed a coopera 
tive exchange plan that will ensure college wardrobes 
irriving at s« hool fresh and unwrinkled The customer 
brings the local cleaner 
them prope rly insured. to the drvcleaner listed for the 
collede 
delivers them to the college at a previously specified 
time. The same works in when the 
student returns to his home at the end of the vear 
Vacationers or other travelers can make the same 
irrangements through this network of cleaners 


garments to his who sends 


town. That cleaner processes the garments and 


svstem reverse 


Booklet Helps Boost Goodwill: According to “It Serves 
You Well a booklet offered by the Bureau of 
Business Practice, New London every employee 
where he works can be 
The booklet 
tribution by employers to their personnel, attempts to 
enlist the building goodwill for the 
the employer 


new 
(Conn 
a goodwill 
available for dis 


re vardle SS ot 
ambassador tor his firm 


staff's support in 


Sample copies are available on request from Bureau 


he adquarters 100 Garfield Ave New London. Conn 


18 


Consumer Education: Michael O'Neill, managing di- 
rector of the Michigan Institute of Drycleaning, spoke 
at a luncheon meeting of the Sturgis, Mich., Rotary 
Club. His topic was “Human Relations in Business.” 
Fred Klann, feature writer for the Moline (Ill) 
Dispatch, devoted his column one day to the drvclean- 
ing industry. He offered a history of the process and 
discussed many fallacious ideas that customers have. 


Booklet on Small Business Management: How the 
services of certified public accountants may profitably 
be utilized by small businessmen is explained in a new 
booklet published by the Small Business Administra- 
tion. The 14-page brochure, “Public Accounting Service 
tor Small Manufacturers.” is the fifth of a series on the 
management of small business and is available from the 


U. S. Superintendent of Documents, Washington 25 
D. C., tor 25 cents a COpy. 


Cleaners’ Floats Win and Place: In the fourth annual 
Keepataw Days Festival, held in Lemont, IIL, the Hoats 
sponsored by Smith Cleaners and United Cleaners won 
the first and second prizes 


Cincinnati Cleaner Rewards Employee: After-work 
hours of Clifford J. Schrauder can now be spent “bus- 
man-holiday” style—driving. Modern Dry Cleaners 
& Launderers, Cincinnati, Ohio, has presented him with 
a new automobile for his 25 years of service as a driver- 
salesman.. 

Mr. Schrauder’s gift was made possible through a 
special fund set up several years ago by the company 
management to be used for the benefit of worthy em 
plovees 


Swan Cleaners Hits Headlines: A ful! page story on 
Swan Cleaners, Columbus, Ohio, appeared recently in 
the Columbus Dispatch. The newspaper traced the his- 
tory of the 18-plant chain, operated by Andre Gelpi 
and stressed the general management policies that have 
helped it grow. 


“E” for Error: The secretary of a Long Beach, Calif., 
undertaking parlor was understandably taken aback 
when she answered the phone and heard what sounded 
like, “I want to ask some questions about dying.” As she 
hunted for words, the woman’s voice said, “This is the 
cleaner’s, isn't it?” 

It was the caller's turn to gasp when she learned she 
had the undertaker. Seems she had intended to dial 
Petris Odorless Cleaners and ask about dyeing. The 
two phone numbers differ by only one digit. 
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— it’s QUALITY == 


REVERSING 
_ DRY CLEANING TUMBLERS 


36 x 30 Model 
INustrated 


soueres Sunnie Semen OS 3 models available: Laundry—Dry Cleaning or 

featured by Western puts Ces Fired — al 

an end to tangled, unmanage as Fired — also non-reversing models 

able, torn clothes... it's truly 

the advanced design tumbler MANUFACTURED BY 
no troublesome gears or 

couplings investigate now 

and you too will agree ‘‘In 

tumbler drying today — 

Western Reverse Action is 

the wav”’ 


Consult Your Jobber Today or 
Write Manufacturer for Details 


420 E. 10th St., Dept. NC-11, North Kansas City, Mo 
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‘Che Hallmark 
of (ones 


()\C 
lila, . ae 


Three thousand four hundred and fifty advertiser, publisher’s circulation records that are painstakingly 


wency and publi her members of the Audit Bureau of checked 


by auditors and the resulting data are con- 


Circulations have a voice in establishing and maintain densed and published in A.B.C. Reports. 
r the standards responsible for the recognition of this Experienced space buyers use the audited information 


mblem as the Hallmark of Circulation Value. It repr: in A.B.C 
nts the star value that these buyers and sellers in evalu 

of advertising spac iave jointly established as measure FACTS 
ent tor the t 


pri ted mead 


ing valu S peo SEND THE RIGHT MESSAGE 


is the Bur TO THE RIGHT PEOPLE 
n of ne maid 
Paid subscriptions and renewals, as 
Wi is en the : 
ae th ‘ ‘ R ' defined by A.B.C. standards, indi 
circulation 1 as \.B.¢ cate an audience that has responded 
publisher members are audited to a publication's editorial 
by experienced ¢ ulation audal 


appeal. With the interests 


’. Reports as a factual basis for their decisions 
ating, comparing and selecting media. The 
in A.B.C. Reports for business publications 
include: © How much paid circulation 
¢ How much unpaid distribution ¢ 
Occupational or business breakdown 
of subscribers ¢ Where they are located 
¢ How much subscribers pay ¢ Whether 
or not premiums are used ¢ How many 
subscribers in arrears ¢ What percent- 

age of subscribers renew. 
This publication is a 


— EEE member of the Audit Bureau 


tor \s } wail the Bure al 1s ot readers thus ide ntihed, it | a | > . : ' ot Circulations and 1S proud 


Bvlaw ® auatt s have becomes possible to reach 

*acce toall books and records.” specialized groups effectively 
Suba ription an renew: with specialized 

orders, payments from subserib advertising appeals. 

ers, paper purchases, postal 

receipts, arrears are among the 


\ 
\ to display the Hallmark of 
Circulation Value as the 


Y BK ¥ \ 
-. \ emblem of our cooperation 


t \ with advertisers. Ask for a 
epor \ copy of our A.B.C. Report 
.“4.'%\ and then study it. 
‘ 7 ; _* ae \ 








NATIONAL CLEANER & DYER 


The ONLY National Drycleaning Magazine bought and paid for by its readers. 
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Ford Parcel Delivery 
W with Fordomatic Drive! 


Dal am 


You get double the load space of conventional 
light duty panels with the Ford P-350 Parcel 
Delivery Chassis. Takes bodies up to 400 cu. 
ft. capacity. Low-FRIcTION 101-h.p. Cost 
Clipper Six gives lively, gas-saving performance. 


Cuts stop-go route time! 


Now, a Parcel Delivery that can handle 
the 
new Ford P-350 with ForDOMATIC DRIVE! 


bigger routes and handle them faster 


No time-wasting shift. Cuts route time. 
And Fordomatic automatically suits itself 
to all operating conditions there isn’t 
the wear-and-tear, on transmission 

or engine, that results from hurried 

or careless manual shifting. That’s why 
FORDOMATIC can repay its extra cost 
over and over. See your Ford Dealer! 


Fully automatic drive! 


No more clutching! 


With Forpomatic, there simply isn’t any clutch 
You're up to cruising speed in split seconds. Even 
with a full load, you breeze up steep hills with the 
greatest of ease and that’s without any time- or 
energy-consuming clutch-pedal work or gearshift 
ing by hand! 


FORD <covouy TRUCKS 


SAVE TIME © SAVE MONEY ¢ LAST LONGER 
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Here's the 


... that’s Producing BLEYIRTEING Results 








POTENT...POWERFUL...ECONOMICAL DETERGENT 
that means Top Efficiency in YOUR CHARGE SYSTEM 





ELIPAINATES 
DISTILLATION 


-_ oe . Li: NO 


PREssust 
NuU-PRO mec. co. 


2918 WASHINGTON AVENUE e ST. LOUIS 3, MO. 
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* th; 
$ ‘Ss fo, 
. oO CAPACITY: 105 to 120 Ibs. per hr, 
‘Nh 
“Qpoj;, J FILTER: 1000 gals. per hr. 


CYLINDER SIZE: 28 x 20. 


SOLVENT FLOW: 1” inlet pipe, 1%2” 
drain pipe. 


CONSTRUCTION: Light gauge metal. 
EXTRACTOR: Speed 590 RPM, Diam. 28”. 
SOLVENT STORAGE CAPACITY: 81 gal. 
SPACE REQUIRED: 73.13 sq. ft. 

APPROX. WEIGHT: 3700 Ibs. 

MUCK CAPACITY: 25 Ibs. 


GEST LINE 


5 LAR 
worid EQUIPMENT 


oF SYNTHETIC 


y MONTHLY 


eas mENTS 


rN sTAtt 


vic eens a a co. 


MINNEAPOLIS 3, MINN. 
Principal Cities 
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BUSINESS BUILDERS 


White Glamorizes Truck Interiors 


Li 





\ special white paint job on the interior has given 
promotion value to the route trucks of Packham Cleaners 
Washington. An enamel finish is applied 
over a coat of heavy white paint to the doors, walls 
ind ceiling. A maroon inlaid-linoleum floor furnishes a 
‘triking contrast 

The paint job plus the Hooring cost $27.60 per truck 

According to Wally Packham, owner of the plant 
the “whiter than white” interior creates a great deal of 
interest among people standing nearby when the truck 


in \ ancouver 


He believes the firm is getting a great 
deal of good advertising for the small amount of money 


doors are open 


Show Was Too Good 


railroader, R. L. Ayers, Jr., of 
set up part of the layout shown 
window of his textile maintenance 
He had hoped to attract attention 
to the new plant, located on a side street, and drum up 
some walk int business 


An mveterate toy 


Covington. Virginia 


ibove in the show 


, 
ind rug sales firm 


It started with a bang and wound up a boomerang! 
By word of mouth the news spread through the valley 
and people trom all sides brought their children to 
watch the Day after day people stood at the 
window or stepped into the store to follow the Lionel 
Express 

Then Mr. Ayers noticed after a week or two that 
mostly the same people were coming back again and 
again; they werent building up his volume very much 
after an initial spurt; they were making it difficult for 


show 


24 


waited on. So the railroad 
system was moved upstairs to a big room 
P.S. The local hardware store noticed at 


in toy train sales during that month 


regular customers to get 


mcrease 


Way To Circulate Match Books 


An effective way of getting advertising match books 
into the hands (and presumably, pockets) of prospec- 
tive customers is suggested by a report from Dallas, 
Members of the Dallas Real Estate Board, at- 
tending a luncheon meeting at a local hotel, found in 
the ashtrays match books distributed by Fishburn’s, 
one of the oldest and best known dryc leaning concerns 
in the Southwest. 

Advertising circulated at luncheon and dinner meet- 
ings of professional and business groups usually has 
the advantage of reaching the more solid citizens 


‘Texas 


Sportsman's Paradise 


TROPHIES acquired by owner Giles Crowell and his father adorn back 
drop of call counter at Fairview Drycleaners, Lexington, N. C. Shown 
left to right: Tarpon, raccoon, bobcat and sea bass. Stuffed diamond 
back rattler (which had to be captured alive) on counter was finally 
removed as concession to the ladies. Oddly enough, another snakeskin 
prominently displayed drew no objections. Apparently the ladies are 
used to the skins in handbags and shoes 


Telephone-Answering Service 


If any customer of DeLuxe Cleaners in Port Ange- 
les, Washington, wakes up in the middle of the night 
remembering that he wants the routeman to call, he 
need not wait till the morning—and possibly forget. In 
the course of recent remodeling of the plant, manager 
Merton Mathewson had an automatic telephone-an- 
swering system installed. 

The equipment is contained in a small cabinet, and 
is set in operation by the first ring of an incoming call. 
Three seconds later the brief announcement message 
of DeLuxe is transmitted, then the machine records the 
message of the person calling. 

Each morning all calls are played back from the 
record and entered into the schedule of the routeman 
before he starts out for the day. The service is operated 
24 hours a day, 7 days a week. 
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HAVE IT... 














SOME HAVEN’T! 











In PLANT after PLANT 


THE DRYCLEANER WHO 


IS MAKING MONEY HAS THE 


StaxNu FRANCHISE 


It’s a fact! In town after town where drycleaners have taken on a Sta*Nu franchise, their 
sales have increased by leaps and bounds. Reason? They've got something to sell! A miracle 


finishing process that restores essential, life-giving oils to garments 


makes them look and 


feel like new again. So enthusiastically acclaimed by the public, over a quarter of a million 


garments are finished with Sta*Nu process every day. If you’d like to be on the receiving 


end of this profitable business in a protected territory, get in touch with us right away. 


READ WHAT STA*NU HAS 
DONE FOR THESE DRYCLEANERS 


**T have been a user of StaxNu since October 1, 1952, and 
have had an increase in my volume of between 25 and 30 
John A. D’ Ami oO 
Arrow Cleaners & Dyers 
Houston, ‘Texas 


“‘We have used StaxNu for approximately four months 
and are naturally proud to report that our drycleaning 
sales have increased better than 20%.”’ 

James P. Brown 

Pearl Laundry & Dry Cleaners 

Richmond, Va. 


“*T have used Sta»Nu in my plant for 90 days. My business 
has increased 35°%.”’ 
Ray Crowell 
Crowell Cleaners 


Batesville, Ark. 
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Sta«Nu is advertised in L | F a 


every other week—in a powerful campaign 
that reminds 27,000,000 LIFE readers to 


“SEND YOUR CLOTHES TO THE 
DRYCLEANER WHO USES STA*NU” 


Sta-Nu 


FINISHING PROCESS 


4852 W. Belmont Ave. 
Chicago 41, Iilinois 
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This Press 
Uses Its Head 
To Give You 
Fine-Quality 
Pressing 


Naturally .. . 


The ACECO Air-Driven Press 
with Bar-Handle Head Control! 


tq 


It's only natural to use familiar hand motions in operating a dry cleaning 
press. Operators are accustomed to putting their hand on the bar-handle 
to pull down the press head therefore, the use of ACECO’s new 
automatic Bar-Handle Control is a familiar motion. You have smoother 
operation, naturally, with ACECO Bar-Handle Head Control and get 


top-quality pressing easier, faster, safer 


World's Largest, Most Complete 
Line of Dry Cleaning and 
Laundry Equipment 


eh 


National Cleaner & Dyer 
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Just touching the hand to the Bar-Handle Control 
natically lowers the head into pressure. So simple t 


operate, even “green hands” catch on quickly 


A finger-touch on the Double-Handle 
Control starts head steaming as the head lowers 


No lost n otion, spec 1s up pressing 


Both the Bar-Handl« 


pressure) Controls are interlocked. You 


stepping on treadle while hand is on buck 


to garments by press being left with head 


If you want smooth, high-quality pressing 
with little effort, call in your American 


Representative or mail coupon today 


You can on this 


He's your American Representative, well 
trained in dry cleaning operations. As 
represents the World's rt complete 


/ 
ar 


Iry clear y equip 


an fel ‘ ni if biase ! ad 


ment thats 


rican Rey res tat c i help 

oly our productos robler because 

ACECO also makes this Foot-Operated ro les vou with American nany 
Dry Cleaning Press to give you safe, easy ‘ —P experience ne 


{ 
ind 


finishing. Both Air-Driven and Foot au ing d cleanin " indry 
Operated ACECO Presses are furnished . ae ; 

in Utility, Mushroom and Pants Leg Models, 

with either air or steam vacuum 


Clip and mail coupon today! 


The AMERICAN CLEANERS EQUIPMENT COMPANY ALM-47A 
Division of The American Laundry Machinery Company 
Cincinnati 12, Ohio 


() Send literature on ACECO Air-Driven Dry Cleaning Press 
CD Send literature on ACECO Foot-Operated Dry Cleaning Press 


C) Have your Representative call 


a ! NAME 
CLEANERS EQUIPMENT CO. FIRM 
Cincinnati 12, Ohie ADDRESS 


CITY 
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DIVIDIENDS... in human lives 
BEE 4 } 
SG 


BUSINESS EXECUTIVES! 
CHECK THESE QUESTIONS 





ey nm answer 


America’s blood bank needs more blood, now. Be a regular depositor and know 
Sit talk Demin that your dividend is saving a life of some American somewhere. 


( ) re ee eee Sane eewenes vom It may be a soldier shot down in battle, suffering from shock. Or someone 
nme here at home, sick and in dire need of new blood to restore life. A mother in 
©) NITION Not childbirth, or a child in an accident. 


@ Py 4) | America must give. America is you. Won't you call your Red Cross, Armed 
Forces or Community Blood Donor Center right now, for an appointment? 


for any American 


en! ae Re hamrctotcllamectals mrctoscula 


NATIONAL BLOOD PROGRAM 
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Advertise with |5 3°. 


YOUR BUSINESS 
NAME 
YOUR ADDRESS 


MAKE LOCAL THEATRE CROWDS 
YOUR CUSTOMERS 


The Screen Broadcast Companies 
Motion Picture 
Advertising Service Co., Inc. 
3032 Carondelet St., New Orleans, La 


United Film Service, Inc. 
2449 Charlotte St., Kansas City, Mo. 


Members of Movie Advertising Burecu 





CANADIAN DISTRIBUTOR: 
AD FILMS. LTD., TORONTO 
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SPOT MOVIES in your local theatres 


GET MORE CUSTOMERS. Advertise your business with Spot Movies. These 
are already prepared, live-action, talking motion pictures for use by Cleaners 
and Dyers in local theatres. The use of these films actually cost less than 
printing and mailing circulars. They are the same type used profitably by 
over 50,000 local firms, including hundreds of Cleaners and Dyers. Spot 
Movies command virtually 100°, attention from audiences made up of 
your best prospects, the people who live in your trade area. 


SCREEN BROADCASTS ARE MASTER SALESMEN. These FULL COLOR 
films give life to your sales messages. They cover the many services you offer, 
including cleaning of Ladies’, Men’s and Children’s wear . . . and they stress 
that regular cleaning prolongs the life of clothing. Most important, they em 
phasize that your shop is a friendly and convenient place with which to deal 
SCREEN BROADCAST Spot Movies are ready for your use—we handle all 
details, including booking and inserting YOUR STORE NAME and AD 
DRESS which is shown on the GIANT a full 4% of each film 


screen for 


Send coupon today for free folder. No obligation. 


UNITED FILM SERVICE, INC. or MOTION PICTURE ADV. SVC. CO., INC. 
Dept. ND-II Dept. ND-ti 

2449 Charlotte Street 1032 Carondelet Street 

Kansas City 8, Mo New Orleans |, La 

Please send me, FREE, your illustrated 


folder that tells how I can get more customers by advertising in the movies 
Firm 

Address 

City 
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GADGETS and GIMMICKS | 


Fan Protector 


A lattice 
framework nailed 
together out = of 
laths 


serves as an at 


ordinary 


tractive safeguard 

for a large fan 

which Harry 

Smith installed to 

ventilate the 

basement plant 

of his H R 

Cleaners in Car 

roll, Lowa 

Frame work open 

ngs were spaced 

to provide ace 

protection yet not impede air flow Phe 

painted to harmonize with the 

The entire fan 
ost $225 


cpuiate 


slats 
were plant walls 


assembly, not counting the lattice 


Drive-in Model 


lncicative of the thoroughness with which the 
(Clannans of Toledo. Ohio. go at things is the scale model 
built of their 
couted the toy 
people that were about the same scale in size 


mult the cardboard illustrated 
tithe SC ile 


thes new drive-in store, Bernie Cannan 


toy cars and 
He then 


above to the 


stores until he found some 
building 


This scale model he Ipe d greatly in visualizing how 
the finished plant would look, not trom an 
esthetic from the practical angles. Was 
there room enough in front of the parked cars for a 
person to pass another person laden with cleaning? Is 
the parking angle clearly suggested? Is it clear from 
the street at the left that parking is available? Where 
would the located? Should 
tl How much room is needed 


so much 
viewpoint as 


doors be most conveniently 


ere he One OFT MOTE doors? 
n front of the counters for customers to pass easily? 

On the strength of what they learned from studying 
this model the Cannans made several important changes 
in their blueprints. These were changes that all too 


often cleaners have to make when the 


building is al 


30 


ready under construction. They feel it was well worth 
the time and money spent in making the model 


Phere probably arent two sewing layouts alike in 
the country. Here is one engineered by Joe Buck at 
Model Cleaners in Harrisburg, Pennsylvania, that elim 
inates a lot of waste motion 

Phe button cups are muffin tins, sloped tor visibility 
Short bent rods hold all the commonly used threads on 
spools along the tront of the button tins 

Phe Inspector works behind the table at the junc 
ture of the silk and wool lines, with a very short “sewing 


line” immediately behind the seamstress 


Card Clears Racks 








a 


I've been here so long that I'm 
beginning to feel you don’t want me 
any more. Please come in soon and 


toke me home.’ 


PS. I'ma 


Crowley Laundry 
P.0O.Box 673 


Crowley,Loutisiana 





The problem of moving garments that customers 
have left uncalled for has been attacked with consid- 
erable success through a special postcard, Mrs. Vernie 
of Crowley Laundry, Crowley, Louisiana, 
uses the card pictured above, designed by J. S. Rhodes. 

We can visualize adding another line reading 

If we stav here much longer we will have to move 
into the storage vault and pay rent, to make room for 
other garments.” 


Sudw IS¢ het 
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Valuakle! Pree / 


Technical and practical information on the 
chemical principles underlying the process of 
Stain removal with National Spotting Sticks. 


FREE COPY TODAY! 


NATIONAL CLEANERS CHEMICAL MFG. CO. 


2807-11 W. LAKE ST * CHICAGO 12, ILLINOIS 
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What is True About The Charged System? 


By GADD 


Let's forget about all the dead products and dead 


processes ol the past which were supposed to cure all 
he ills of the cleaning industry and think about what 
you are promised today which, in substance, is prac 
tical elimination of spotting and wetcleaning and it 
is said that this is possible in machine cleaning with a 
super-charge of drycleaning soap or detergent, plus the 
use of an extraordinary amount of water and that 
satisfactory results are not possible except with separate 
rinsing and through the use of special equipment which 
measures the amount of water in the solvent and auto 


matically puts back the necessary amount; further 
more, it is said that you can do this without any separa 
tion of fabrics regardless of classification. Incidentally, 
I want to see an angora sweater go through this method 
of cleaning without the cleaner having to pay for it, 


and what about bright colors and clear whites? 


Now, let us draw some simple conclusions and, to start 
with, it is obvious that if you wetcleaned everything 
you would get out more spots and do a better job of 
cleaning than is possible with drycleaning, but you will 
this is not possible 


agree with most wearing apparel 


and, naturally, the question 1s how far can one go 


with water in a machine drycleaning process (or, I 
should say, semi-wetcleaning process) to safely reduce 


spotting and practically eliminate wetchkaning? 


Tests indicate very definitely that a substantial part of 
nearly all common stains will still be apparent in gar 
connection with 


ments with any safe use of water in 


machine drycleaning, so why then is it necessary for 
the drycleaner to buy a lot of expensive cleaning equip 
ment to do a job which it not much better as far as 
reduction of spotting and wetcleaning is concerned 
than using this regular equipment with a simple process 
at much lower cost which keeps him out of trouble as 
odor, filter and distillation 


far as wrinkles, shrinkage, 


difficulties are concerned? 


There is a terrific buildup of impurities in 4% charged 
solvent which is used continuously and it is also said 
these impurities can be controlled by extraordinary use 
of purifying powders—and they do help—but it is gen- 


erally conceded there is 


no substitute for distillation 


in obtaining pure solvent and use of the 49% charged 
system almost eliminates the practicability of using a 
still. Nobody has, and it is unlikely anyone will, ever 
machine 


perfect the use of water in a 


drycleaning 
process to compare with wetcleaning, yet a host of dry- 


cleaners have been led to believe this is possible 


Why not measure this whole 


situation on the simple 
basis that two and two are always four and get back to 


commonsense procedures which eliminate excessive 


material cost, the need for expensive added equipment 
and which will eliminate cleaning room difficulties and 
give satisfaction to your customers, for SATISFAC- 
TION TO YOUR CUSTOMERS SHOULD BE 
YOUR FIRST CONSIDERATION and they don’t 


care how you do the job. 


The question also arises—has the 4% charged system 


created more business for you or increased your profit? 


You can stay out of trouble and, more important, 


PLEASE MORE CUSTOMERS with a 1% SUPER 
SOLTEX charged system, and without rinsing or spe- 
cial equipment, and if this is done in connection with 
RIVERSIDE'’S Fog System of prespotting, you will 
come nearer to elimination of regular spotting and wet- 


cleaning 


Write for simple details. Riverside Manufacturing 


Company, 4919-27 Connecticut Street, St. Louis 9, Mo. 


PAID ADVERTISEMENT 


When writing 


National Cleaner & Dyer 


advertisers please mention The NATIONAL CLEANER & DYER 





“Air cleanout saves time and mess,’ 
Bob Koehler, Plant Superintendent, tells 
Mr. Buckley as they inspect a handful 


> of dry powder. 
SAB ee 


“We save 28 gallons of solvent each cleanout 
with our BUTLER Big-Flo Filter” 


says C. B. Buckley, President, Buckley Cleaners & Launderers, Milwaukee, Wisconsin 


‘“‘We figure our new Butler Big-Flo saves us 28 
gallons of solvent every time we clean it out,” 
says Mr. Buckley. The air-cleanout also ends the 
handling of messy, solvent-soaked muck. We save 
time as well as solvent. 

‘‘We just turn on the air when we're ready to 
clean the filter. After twenty-five or thirty min 
utes, the powder is dry enough to shovel into a 
pasteboard hanger carton. We can go two weeks 
between cleanouts. 


“Because our 5,000-gallon Butler Big-Flo gives 
us more adequate filtration, we are doing better 
quality work than ever before!” 

Your Butler salesman can recommend methods 
and machines—used by Buckley and other suc 
cessful cleaners—to help you increase volume 
and decrease costs. Butler can also help you 
work out a step-and-motion-saving plant layout 
to fit your special needs. Write for complete in 
formation, today. 


No matter what cleaning equipment you need—CALL BUTLER FIRST! 


BUTLER MANUFACTURING COMPANY 


7452 East 13th Street, Kansas City 26, Missouri 
Stee! Buildings 


Factories located at Kansas City, Mo. * Galesburg, ill 


71 pane” 


Manvfacturers of Oil Equipment Farm Equipment 


Richmond, Calif 


Cleaners’ Equipment - Special Products 


Birmingham, Ala Minneapolis, Minn 





EDITORIALS 


Motel Volume Is Waiting 


new business that, so far as we know 
hed by either the drycleaning or aun 
recently called to our attention. Our 
t motel neal Bangor Nb caine 

~<tution next door had worked 
vhereby a guest could leave 

Ing the evening tor servicing 

of his cabin in the morn 

if the mote desk 


motel ima tire 
tor 18 months, and ts 


mivantuge ol hoth 


system because it is 

, attractive to the commercial 

brings them to Bangor at regular 

rt consequently possible rey iters 
ition man, who stavs open until 
morning anyway, has been able te 
Isihes that otherwise would have 
men learned that then 

led at this particular 

ye started pieking up 

six or seven Cars every 

many as half of the cus- 


he services he offers. by 


ineine , : i 
When tl ! - in started to elick 
note " I ! i dryele ining ana shirt 

it vould a i oft contacted some of the 

none that would poe k up the 
morning and return them the 
Wiis willing to stop in 


our vouldn't have he 1M 


presumably. still looking 


ind shirt volun 


There'll Be a Hot Time... 


inute walkout 
ind shoutin 


DiOovVvercs 


stated that plant temperatures reached nearly 110 
degrees, and that the pressers found it even hotter 

This is, admittedly, an extreme case. And now, 
with the frost on the pumpkin, may not be the most 
strategic time to beat the drums for comfortable tem- 
peratures in the plant. But it shouldn't be too late to 
recall what happened to the mercury last summer, o1 
too early to plan on doing something about next sum- 
mers het 

Comfortable working eonditions go hand-in-hand 
with quality, production, low absenteeism and a highes 
| 


type of personnel. How would you like to be inhaling 


the buek steam in vour plant next August? 


7,000 Per Day 


Population analyses, especially on a nationwide 
scale, are not of too much practical value to an indi- 
vidual drycleaner, But as reports on national trends 
may help to stimulate your thinking about your own 
market, some figures released recently by Dun «& 
Bradstreet are worth your perusal! 

The D & B analysis was prepared in cooperation 
with the U.S. Bureau of Census, U.S. Department 
of Census (never knew there were two census groups} 
the National Office of Vital Statisties, and the Depart- 
ment of Justice 

Item number one is that the population of this 
country is increasing at the rate of slightly over 7,000 
per day. In the decade from 1940 to 1950 we picked up 
20,000,000 people. From 1950 to 1952 we gained about 
5.000.000 Nobody seems to be predicting un serious 
recession, so it looks as if some of us are going to sel 
i lot more drycleaning in the near future 

Phe second point of major interest is that the trend 
oO urban and suburban areas is continuing; the rura 
ireas are growing, but nowhere near as fast. In 1950 
We had about 62 000 000 in the rural sections ana 
89,000,000 in the towns. In 1960 the prediction is for 
68,000,000 rural dwellers and 103,000,000 in the urban 

is Anvone planning to get rich on drveleaning 


7 


from the farmers had better work fast 
Che third big item is a little disquieting. Total con 
ire growing faster in numbers than the nation’~ 
thor foree, The statisticians figure the labor foree a- 
the group between the ages of 15 and 65. In 1940, 66.2 
percent of us were within that group. Ten vears later 
he percentage had dropped to 65. In 1960 only 63.4 
it wall be dome, the work 
( onversely the number of children under 15 
the number of adults over 65 have constantly show: 
ise. As the drycleaning industry has nothin 


<ell but labor ng-term tightening ot the labor 


market Will have balanced wit! better machi 


erv and improved methods 
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ro yymbler to spotter 


SPEED ALL 
GARMENTS 











on BISHOP 


Ht 


CLOTHES CARTS 


PATENTED 


..»PAY FOR THEMSELVES 
IN LESS THAN A MONTH... 
PAY YOU FROM THEN ON! 


Speed your handling of unfinished work 
through your plant...eliminate space 
wasting tables. Spotters and pressers work 
directly from these carts without stooping 
or bending. That increases their produc 
tion. Garments lie flat...are easier to 
finish because they’re not wrinkled from 
being crumpled : a basket. These fire FROM TUMBLERS 
proof, dustproof, lifetime metal, fast-moving 
carts are as important to unfinished gar 
ments as slick rails are to finished garment: 


TO SPOTTERS 


SPECIFICATIONS: Capacity 150-200 Ibs. (2 to 3 
open-end tumbler loads). Height 45" at ends; width 
18”, length 38”. Platform height 26°. All-steel 
fireproof. Four 3’ Neoprene wheels. Ship. wt. 50 Ibs 


TO PRESSERS 





HOW BISHOP REELS SAVE YOUR OPERATOR 25 MILES PER DAY 


CURTAINS, DRAPES, ETC. 


CURTAINS 


Awo 


DRAPES 


POS 
ban 


‘ 
ITION A movable grasp outer move imnetr -OSITION 
inside the 50-wir al inner mand , : ur > 


| 








AUTOMATIC GARMENT ASSEMBLING 
TWICE AS FAST—HALF THE SPACE 
«@ With ‘BISHOP Self Assembline 


i, ORR sen 
Zt 


1NG REEL 


EACH SLOT SELF-ASSEMBLES 2 COM 
PLETE ORDERS. 50 SLOTS (100 ORDERS) 
TO EACH REEL 


PATENTED 


_ &. H. BISHOP CO. 


EVANSTON, ILL. 
(A SUBURB OF CHICAGO) 


MANUFACTURERS i SINCE 1893 


DON'T KEEP DRIVERS WAITING WHILE GARMENTS ARE BEING SORTED 
BISHOP REELS GET GARMENTS TO DELIVERY RACKS HOURS FASTER 





: BISHOP 
Ty BAG-O-TEER 
rments FASTER BaRirirncatt 
no —— BAG STORAGE RACK 
no reaching. SAVES TIME... 


ote SAVES SPACE... 
oe lifting 7 SAVES MONEY... 


POSITION 











Speeds Delivery 
to Customers 


BAGGING ROD ENGAGES 
POSITIVELY AT ANY HEIGHT 
LESCOPES INTO BAG STAND AT 
HEIGHT OF ONLY 33° FOR EASY 
REMOVAL OF BAGGED GARMENT 


FEAT 


INVOICE DESK IS USED WITH ec tite. 
OUT TAKING A STEP. MAY a} 





BE SWUNG TO LEFT SIDE 


BISHOP’S NEW 
SENSATIONAL 
SELF-ACTUATING 
RAPID-ACTION 
BAGGING ROD 
nha CLAMP... 


PTY HANGERS 
ERS, ETC 


OF GARMENT 
FOR POSITIVE HOLD 
geeyy AND INSTANT RELEASE 


























The heovier the load, the tighter it grips.” Bagging 

Rod (1) is engaged by “jaws of three-piece clamp 

(5) with gripping power equal to ‘chuck’ used on 

metal-working lathes. A ball bearing (6) in each 

© fast, efficiens eff “jaw” contacts slanting inner side of locking rim (7) 
©perator's Fj ortless baggin nder pressure from spring (3) and equallizing washer 

omp/ S "ingertips in g uv Pp v om spring q g woshe 
8? UAE All-stee} one compact, (4) to create rigid grasp on bagging rod. Slight 
. 44" x 13 , Height upward push on release ring (9) attached to tripping 
fod extends to 72 hi; high Baggin rod (10) operated by foot pedal, separates “jaws” 
Occupies A wr ome ‘9h. Base 24 diameter ond allows rod to drop. The ‘Griptite’’—contained 
ce only 39” y 37 in cop (2) of bagging stand and held in place by 

No B30.2 $84.75 retaining ring (8)—is an exclusive BISHOP feature 


Every aid + 


right of 





Onder FROM YOUR SUPPLIER 


ie — oo —Pe—P ~ ep - eer MANUFACTURERS 


EVANSTON, ILLINOIS (susues OF CHICAGO) SINCE 1893 
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PRESENT LAYOUT, showing the continuous workflow in an L-shaped loop 


Layout Aids Small Plant 


Volume is doubled with no increase in work space 


by WILLIAM R. PALMER 


FIVE YEARS AGO it appeared that Hampton Dry 
Cleaners, in the small seacoast town of Hampton, New 
Hampshire, couldn't possibly handle another pound of 
garments in its 30-by-30-foot cinder-block building. Yet 
in 1953 Mel Dufault and his key employee, Clarence 
Doherty, have been processing twice as much pound 
It amounts to an average of $1,800 weekly at a 
$1.25 base price 

The first diagram shows how they do it now. When 
Mel bought the plant from his employer he got, in 
addition to the building, a 12-by-12-foot boiler room 
plus a collection of pitifully inadequate equipment 
scattered about the plant with no regard for workflow 

Clarence took time out for the general course at 
the National Institute of Drycleaning. Then the two 
of them started revamping the lavout piece by piece 


ve 
ade 


For November, 1953 


nights and weekends. Some larger pieces of equipment 
were fitted into their proper they were 
delivered. Suddenly, the changeover was completed 
Suddenly, Mel and realized that the work 
had been sliding more smoothly through the plant in 
stead of stacking up. For the first time they felt they 
were really “on top of things 

“When bad 
waste exactly as many steps in a small plant as you do 
in the big one. In the big plant you are likely to have 
aisle spaces but in the jumbled small plant you are 
walking things to get to the other 
equipment! 

In the opinion of both men efficient layout should 
come before getting larger equipment, if there has to 
They feel that bad layout, because it in 


locations as 


( larenc c 


lavout IS ( larence observed “you 


around 


always 


be at choice 
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THROUGH.THE-UNIT 
space of 12 by 21 feet 


suagested layout for finishing department, in 


cloe S uncle rsized 


than 
tends to be more costly to the plantowner. 


volves more labor equipment 


Further Layout Changes 
of the good quality of work produced the 
has happe ned, The plant is again so full of 
work that something has to be done to increase capac 
itv. Mel 
ties 


Because 
inevitable 
ind Clarence are considering three possibili 

1) Adding a tumbler and a utility press with the 
least possible rearrangement of other equipment 

>) Setting up the finishing section on the through 
the-unit basis 

) Eventually 
on thy le tt sicle ot the building 

The first proposal reveals the 
lavout. It not only 


building a 14-by-30-foot addition 
the 
moves traffic constantly in 
that is, with no backtracking or 
but it provides for the expansion of any 
without juggling the Generally the 
sliderails can be moved more cheaply than a majority 
of the Phen any department can 
‘ ypand towards the center of the room 


soundness ot 
present 
one direction Criss 
Crossing 
department rest 
pieces of equipment 


Phe only department that is hemmed in is wetclean 
ing. Naturally, with the advent of the charged system 
little likelihood of its expanding ( However 
Clarence says they wont junk the wetcleaning depart 
ment, either. What they do wetclean each 
dav usually require all their equipment to do a good 


there IS 


few PIleces 
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job. Since they've paid for it, they intend to keep it 
handy 

The best spot for the new open-end tumbler is 
opposite the extractor, where the scales are now. Be- 
sides being handier to the extractor and providing 
direct access to the spotting department, it causes the 
least disturbance to the driver's rack. The scales can 
go under the hamper by the filter, since that is work 
waiting for the washer, anyway. 

Wed also suggest the present tumbler be turned 
toward the extractor instead of toward the center of 
the room as it is now. Movement of garments from 
extractor to tumbler is almost bound to be by hand, in 
several handfuls. On the other hand, the dried clothes 
move to spotting in a hamper, anvway, so tewer steps 
are added than are lost. It is possible a net saving of 
20 minutes to half a man-hour daily 
by this one change. 

While we're moving stuff (which we're supposed to 
be avoiding), it might help the spotter to turn the 
spotting board 45 degrees, with the tip of the board 
toward the still. Then the hamper load of garments can 
be reached at the end of the board instead of across the 
board 

Installation of another slickrail to follow the dotted 
line from the tumbler to the puff irons would permit 
hanging the silks at the tumbler. This could either 
eliminate a hamper and a tote cart or else release them 
for wools. 


could be made 


Placing an additional utility press without rearrang- 
ing equipment is a tougher problem. The coat and 
dress steamer is used by both the silk and wool depart- 
ments. At present it is a step or two out of the way for 
both operators. By giving it a quarter turn toward the 
silk press, and then installing the new utility press amid 
the slickrails, at least four steps per garment (round 
trip) can be saved for each of the operators. This is 
presuming they “cure” garment on the steamer 
while touching up another on the press 

The feed line would have to be removed, and prob 
ably new lines installed to follow the dotted lines. Even 
so, storage of finished work will be pretty crowded 
ahead of the inspector. The holdover rack can go up by 
the assembly table, as shown. Also, as shown, it should 
be shortened. A long holdover rack is too much of a 
temptation to put off toughies or straggler hunts 


Through-the-Unit 


The finishing department at Hampton Dry Cleaners 
wasn't laid out with through-the-unit design because its 
popularity had not yet been established at the time the 


one 


THIRTY FEET SQUARE, plus boiler room 12 feet square 
$1.75 per square foot, hopes to do even better 


it produces 
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CLOSE QUARTERS are more easily appreciated from pictures than diagrams 


changes were made. Small plants particularly felt they 
would be sacrificing too much space for the extra equip 
ment 

Since then, the greater necessity has arisen to keep 
workers at full production, rather than use equipment 
to full capacity. Small plants are reconsidering and are 
swit hing to the through-the-unit layout. One thing that 
is helping them change their minds is finding that while 
through-the-unit may take up as muc¢ h as 20 to 25 pel 

floor than straight-line 
ictually saving space on their slickrail footag 
Several feet of spur rails fitted into corners of the units 
provice garment storage that used to take up spec drail 
space m the old se tup 

So Mel and Clarence 


cent more space team setups 


they are 


want to know if through-the 
unit can be applied to their finishing department, with 
out knocking out the The 
one of several possible ways of installing through-the 
lavout in the available Hoon \ mushroom 
press is even added to make a complete trouser unit 


walls second diagram shows 


tnt space 


—— 
Le 
atl 


ALL AVAILABLE space for ready-qarment racks is now well filled 


For November, 1953 


Actually, rack space hasn't been sacrificed as much 
as appears at first glance, because of the spur rails re 
ferred to above. What has been sacrificed is aisle space 
to the front office, Some of this could be restored by 
swapping the upper and lower units, placing the trouser 
unit and spare utility press up by the windwhip, and 
drawing the coat and silk units down into the cornes 
of the room 

While the coat and silk units appear to be too tight 
a fit, only one of the 
about. The one not using the 


two operators will be 
will he 


moving 
steamer sticking 
to his corner 

Volume increase is going to pose a proble m at the 
drivers racks. At present the truck is garaged in the 
plant at night, with the hood snuggled under the driver's 
racks. There’s no room for 
ing out the truck. One 
is to set in another rail or even a loop, suspended from 
the ceiling by pulleys The driver then 
could work from the rack during the day, vet it could 
be drawn up high enough at night to permit the body 
of the truck to run In the slow 
rail would probably never need to be lowered 


more rails without crowd 
alternative we've seen elsewhere 


and bagger 


under it season. this 


Building Expansion 
When Hampton can expand no more internally, it 
will be time to build on that 14-by-30-foot addition 
running the entire length of the left side of the plant 
Well prophesy that when that happens, and the dust 
settles after moving day, the 
need more room 


boys will he saying we 


The present store would become call business racks 
entirely, while the new store and office would be adja 
cent in the part. The 
and driver's 
through the garage door to the driver's racks just 
beyond. And trucks will 
headlight to taillight. without 

Phen more, all the 
will be free cpand into the 


addition would also house the 


Baye d 


new 


] 
varace racks garments would 


slice 
plenty of room 
slickrails 

production departments 
center of the 


two have 
juveling ol 
Once 


to « 


' # 
roo - “ 
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Above: STORE AND PLANT ore in busy port of busy street. This window 
display features alterations 


left: PACKAGING IS IMPORTANT. Cellophane bag is made for each 
evening gown; all dresses get tissue and belts table 
cloths are packaged in Men's formal wear 


Sweaters, gloves 
ellophane window bags 


drapes and other household items get plastic bags 


New Mode Sells the Personal Touch 


Tiny suburban plant gets capacity volume and practically no claims 


by PHIL GREENE 


OUALITY 


cle secs 


AND THE PERSONAL TOUCH 


will keep a high-class type of volume coming as 


will 
Molly 


le aners it 


nothing else This is 
Harry and | inkel who own and operate New 
Mode ( Scarsdale, New York, an 
Westchester County suburb of New York City 


New Modes store and plant Occupy a 12-bv-55-foot 


proved by the experience ol 


attractive 


irea, no larger than that of most press shops or cash 
The boiler, supplies and a small ex 
kept in the basement With one 
three i spotter, a 


| inke ls 


volume. of 


ind-carry. stores 


tractor «are washer 
extractor-tumbles finishers 
anc the 


yp ( table 


counter 
this tiny plant turned out a re 
$45,000 last vear 
for a suit or plain dress is $1.50 


virl 


The base price 


Vhis compacthe ss has mace possible very close in 
spection and supervision, and the resultant quality is 
that (and the Finkels will swear to this) claims 
never reached more than $10 a vear in the eight 
vears the plant has been operating 

What's more, this plant 1S operating at full capacity 

and there are 13> competing drycleaning outlets 
within three blocks Although New Mode pi ks up and 


delivers a 5-mile radius 


Sti h 


have 


only within store bundles are 


regularly by customers who live as far as 


and at 


brought in 


15 miles away least one bundle a week is re 
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ceived in the mail from customers who have moved away 
The Finkels credit their cleaning quality to their 
system. They are almost fanatic devotees of a method in 
which work is cleaned by sprayed solvent rather than 
Their machine turns out an extracted and 
dried 50-pound load in an average of 50 minutes. A 
heavily soiled load may be run as long as 90 minutes; 
a lightly soiled one only 45, Most of the plant's volume 
in this upper-bracket community is not heavily soiled 
The synthetic cleaning machine consists basically 
of a large 38-inch evlinder and shell, a filter, built-in 
tanks, and some very complic ated piping There is no 
still, and no soap whatever is used. Solvent is treated 
with sweetener, activated carbon, regular diatomaceous 
earth filter powder and, as needed, paraformaldehyde. 
White occasionally bleached with sodium 
perborate, a bleach usually found only on the wet side. 
Harry Finkel insists that his filter-powder treatment 
of fatty acids, other solvent oils and “thinnings,” plus 
the moisture contained in the garments themselves, con 
ditions the solvent to meet the most exacting quality 
standards with his type of volume. There are about 130 
gallons of solvent in the entire system. The filter is 
cleaned once or twice a week 
Water-soluble stains, Harry insists 


Hnimersion 


loads are 


are best removed 
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nga results, better pass-ups, fewer wet 


needed to help your dry cleaner produce uniform, 
y after day. Maximum removal of soil, 
freedom fom preying of tedeposion assured. 


“LOOK EM ALL OVER 4 ‘of Service—that helpful Sanitone engineer's first duty 
wi et Teng poets you get the full benefit of his sere A 
ONLY SANITONE ‘and “koow how” aot only by ap aneng room, but in the merchandising 
and management fields. Only Sanitone gives you such a complete 


GIVES YOU ALL THREE ” “custom” sete good reason why Sanitone is roncpan buy. 


3 From the Profit Point of View—No matter how a a 
product is, you have to tell ‘em to sell ‘em... and since 
1935, Sanitone has been sold to millions of customers 
through the industry's only continuous national advertising 
program. Free newspaper ad mats and other merchandising 


to bring customers to your store. You get plus 
business and plus profits with Sanitone! 


And whengg@ud@eys 

Sanitone gf es ou APPROVED 
PP Ohie 

program - 

may be a nch 

If you're a quality 

today 


SANITONE Dry Cleaning Service 


Division of Emery Industries + Carew Tower, Cincinnati 2, Ohio 


For November, 1953 
When writing to advertisers ease ent The NATIONAL CLEANER & DYER 





FINISHING DEPARTMENT is compact 


nagnht Garments hanging 


Silk unit is at 
drying after being spotted 


to put it mildly 


near ceiling are 


on the potting board. As it is, the vetting 
thout 60 yo roent passups and ve rv few wet leans 


spotter ts 


Although the advantage of a compact small oper 


ition are many, New Mode is actually operating under 


plant. The simple addition 


i severe isn't room for another 


space handicap 

piece of equipment in the 
of a solvent reclaimer would double cleaning capacity 
drying requires about half of the machine's cycle) but 
the floor space required for such a unit just isn't there 
The Finkels would like to take 
their building if it ever 


have no ylans for moving toa larger location 
| 5 


the adjoining 
but 


ove 


store im becomes 


vacant 


The personal touch we mentioned earlier is really 


a big item in this plant A good example of it is New 
Mock packaging. Molly Finkel handles this herselt 
and is convineed that a little extra effort and expense 
for attractive packaging add up toa lot of customer 
satisfaction. As women are more conscious of this sort 
of appeal than men, women’s garments get most of the 
attention 

instance. Mrs. Finkel, to 
makes them “look like lollypops 

She experimented with several types of bags and has 
cdleve loped a system of her own. She buys heavy cello 
phane by the roll and uses two sheets the length of the 
garment for each dress. With the garment on its hanger 
sandwiched between the sheets are fastened at 
the top and upper parts of the sides by short strips of 
scotch tape. Before wrapping, the sleeves, if amy, and 
stuffed with tissue paper. Customers are 
ilways telling her that they find lots of use for the bags 

While 
\irs 


the paper 


lake evening gowns, for 


tise her expression 


these 


the bosom are 
tissue is used with every dress, it can be over 
Finkel says 
but 
gets a paper belt, and buttons are fastened 
to make the dress hang prope rly on its hanger 


clone loo much of it not only wastes 


annoys the customers. Besides. tissue 


cue h clre SS 


Mens evening clothes do get special treatment 
Pliofilm bas are used tor these 


Sweaters and gloves are 


packaged in paper bags 
with big ct llophane windows Blankets and household 
items also get the plastic bags 

Perhaps an even better example of how far New 
Mode carries its personal touch is found in the fact that 
Harry Finkel handles his own pickups and deliveries 
Seeing the their garments 
with them personally, explaining why such and such a 
is likely to be unserviceable and why another 
mav be excellent—all these attentions are, he 
believes important parts of New Mode’s service 

Sixty percent ot the 
pickup and delivery, and normal service 18 slo days 


customers, checking over 


garment 
varment 


plant's business comes from 


The plant can and does turn out one day service on re 
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quest but doesn't encourage it. Three hour service is 
out of the question. 

The 40 percent of customers who bring their gar- 
ments in to the store get the same careful attention. 
Possible sources of trouble such as unserviceables o1 
especially difficult stains are pointed out as garments 
are acc epted. Buttons are replac ed as a matter of course, 
and minor repairs such as ripped linings or seams are 
handled without charge, and without a request 

Another of Molly Finkel’s special responsibilities is 
the window. What little advertising the plant 
places is carried as an accommodation in church and 
club periodicals, sO Molly's windows deserve a lot of 
credit for the firm’s local preeminence, The window is 
changed at least six times a vear, and the decorative 
motifs are usually concerned with some aspect of the 
drycleaning process or the firm’s service, rather than 
a special promotion 

The most recent window featured a little stylized 
dress form and a huge pair of scissors. The display was 
designed to remind regular customers that it’s time for 
fall alterations. Only steady customers, most of whom 
have charge accounts, are eligible for this alteration 
service, as Mrs. Finkel’s time doesn't permit handling 
all requests for this sideline. The display props were 
purchased at a New York supply house 

Another recent window dealing with stain removal 
used props taken from the plant's own spotting depart 
ment to show how New Mode handles spots, and other 
props showing how to handle certain spots at home 

Still another window featured water repellency. A 
coat was arranged on a frame so that a section of it 
could be filled with water. A pair of goldfish swam 
around in that water for two months and the repellent 
treatment didn't hurt them a bit. 

One of the most interesting and commented-upon 
windows was built around a display of serviceable and 
unserviceable fabrics, with samples showing how dry 
cleaning affected the unserviceable pieces. Signs ad- 
vised passersby what fabrics not to buy. Mrs. Finkel 
was afraid that a dress shop two doors away wouldn't 
care for the exhibit. Its proprietors were, it turned out, 
delighted to learn about the fabrics that will not stand 
up, and have guided their purchases accordingly. 

In recent years Mrs. Finkel has made it a point to 
present steady customers with some little gift at Christ 
mas time. Last year’s present, a small bottle of cleaning 
fluid (the plant's treated solvent) went over so well 
that she has been selling it all vear. This year’s gift will 
be a bit more elaborate—an attractive plastic wallet. 

The reasons for New Mode’s success are pretty well 
summed up by a sign in the store. It reads, “We handle 
vour clothes with the respect they deserve.” # 2 


store 


LOTS OF STORE SIGNS here. 
premises cleaning; water-repellent reminder 
(left) poses with Margaret Gatti, counter girl 


Two accent care of garments and on 
is at reor. Molly Finkel 
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Garment Dryer 
Adjustable Clamps 
Cabinet Dryer "d 
Spring-Type Filter o's 0's 8 
2000 Gallons 
per Hr. Cap. 
Drycleaning Unit 
Allway 
Pants Shaper 


NUEBSCH 


Drycleaning Tumbler 
... Steam heated in 

4 sizes: 46''x18", 
36''x24"', 46"'x30” 
and 42’’x42”’. 


( 
For complete details, see your 
local Huebsch representative... 
or write us direct. 
HUEBSCH 


originators 


COMPANY 


Division of 
THE AMERICAN LAUNDRY MACHINERY CO 
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CALL OFFICE of Terminal Cleaners makes effective and attractive use of 


formica counters and neor ahts Escalator to riaht leads to Hudsor 


Tubes wi n New Jersey to New York 


Location ! 


Cleaner builds plant at subway terminal 


where 40,000 pedestrians pass every day 
by HENRY MOZDZER 
EVERY 


that 


Orde 


SQ OFTEN 


Causes ECVCTI the 


business site 


Be \ 


someone selects a 


( istial obse rver to exe laim 

location! 

Last month Robert Dowling opened the Journal 

are Ie rmninal ( leaners which provoked similar re 

marks New Jersey. For 

ypot passe ad by 40,000 yp destrians daily 
As the name implies 


nal yu ire 


in Jersey City it is located in a 


the business is located at Jou 


Perminal. Journal Square, it should be ex 


plained, is an important center tor 


York. It links 


transportation 
who work ith New 

transportation with the subways 
beneath the Hudson River to mid-Man 
Hudson Tubes. For a fare of 20 cents the 
whisked from one side of the river to the 


minutes, The 


thousands of Jersevites 
the surface svstem 
which burrow 
hattan via the 
commuter ts 
other in almost as 
one oft the 
of the city in a hurry 
Mr. Dowlings call 
next to the down to the 
And it an additional advantage in 
leading to taxi stands and the 


ran Tubes provide 


most convement wavs of getting m and out 


situated 


le iding 


olhice is right in the 


Perminal escalator 


Hiucdson 


facing the 


Tubes has 


ircack bus 
cle pot 

In a privately conducted three-month survey it was 
found that an average of 40,000 persons eac h day pass 
in the office If each 


immediate vicinity of the call 
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UP: Chain conveyor through call office-ceiling lifts soiled garments to 
cleaning room above. Rack below conveyor is used for temporary stor 


age of finished garments 


DOWN: Garment is bogged and ready to be sent down to call office by 
owner Robert Dowling. Blower set near well in floor keeps bags from 
billowing in updraft which could cause garments to fall from conveyor 


hook 
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HEARD THE NEWS ? 


BIG THINGS are HEADED 
YOUR WAY FROM HOFFMAN 

AN EXCITING PARADE OF NEW |. 
EQUIPMENT IS NOW IN PRODUC- |; 
TION (OR SOON TO BE RELEASED) ff 


ALL AIMED TO BRING NEW HIGH 
LEVELS OF PROFIT TO YOUR PLANT |? 


t x: 
t if *- 











<a a 
if 


WJET SELF BALANCING SOLVED A 20°YEAR SEARCH FOROPEN-POCKET => 


WASHING, HIGH-SPEED EXTRACTION IN THE SAME CYLINDER. NOW 
THIS EXCLUSIVE HOFFMAN FEATURE IS INCORPORATED IN 35-POUNO 
PERCHLORETHYLENE UNITS (2-BATH SINGLE BATH, AND "COLO’). 
ALSO IN 35-POUND STODDARD MODELS. COMING SOON 60 AND 
70-POUND AND EVEN BIGGER MODELS! 


CO, | _ A REVOLUTIONARY TUBULAR 
ge )SséFILTERR YOU CAN CLEAN 


‘ 
IN YOUR’ FULL DRESS! 

HOFFMAN ENGINEERS 

HAVE PERFECTED A NEW 
IMPROVED-DESIGN TUBULAR 

R FILTER THAT BACK WASHES 
ITSELF WITH ONE TURN OF ONE 
VALVE. INGENIOUS 
ARRANGEMENT OF TUBES 
ASSURES AMAZING LONG 
OPERATING CYCLE. 

SLUDGE SETTLES OUT 

WITHOUT CONTAMINATING 
CLEAN SOLVENT. 


. 2 
WHATS NEW OO oman 
REPRESENTATIVE OR WRITE FOR DETAILS 

ON THESE ANDO OTHER NEW HOFFMAN PROOUCTS 


i= Horlman 


TOPS IN VA 
HOFFMAN MACHINERY 


For 


- 
November 


Se 


NOW! BETTER -THAN- EVER SERVICE 
FOR MIOWESTERN PLANTS 





JUST OPENED! A COMPLETELY STOCKED CHICAGO SHOWROOM 
AND WAREHOUSE FOR FASTER AND BETTER SERVICE TO OUR 
MIDWESTERN CUSTOMERS. VISIT US AT 3129 west 47% 
STREET NEXT TIME YOURE IN CHICAGO. PLENTY OF PARKING. 


Theyv 
Con Be Cu? 


STUDIES BY HOFFMAN EXPERTS 
PROVE THAT FINISHING COSTS 
NEED NOT RUN TO S-TIMES 
THE COST OF CLEANINGTHEIR 
SOLUTION 1S PRODUCTION-BETTER 
PRODUCTION THROUGH THE 
USE OF UNIT FINISHING. 
PLANTOWNERS ARE REAPING 
LOWER COSTS, BETTER CuUSTO- 
MER GOOOWILL WITH THE 
HELP OF NEW HOFFMAN uNiITS 
FOR SILKS, WOOLS SACK 
COATS AND TROUSERS. 








patthe 
(rence of quolily) 





garment a year for cleaning, 


we ekly 


passerby left only on 

management 

round $1,200 
While call offices 


the Terminal Cleaners operation is 


estimates its volume would be 
are not uncommon at such de pots 
that a 


cleaning plant is located on the premises The advan 


unusual in 


tages of this arrangement are obvious I ong hauls and 
trucking are 
bility of losing things and quick service is readily avail 


ible 


More plants would undoubtedly be set up in trans 


‘ ype sive eliminate d the re 1s less Poss! 


portation te rminals if the costs weren't prohibitive and 
so confining. The Jersey operation solved this 
building the plant above the call offic 


a minimum amount of space is needed for 


the space 
problem by 
Hence 
the call office on the ped strian floor. The work doesn't 


only 
pile up for as the garments are received they are packed 
in duffel bags and lifte d to the cleaning room by means 
ot a motorrze dl conve vor 


Making Small Space Do 


setting up the cleaning room took some spe ial do 
thing a 6-toot 
poured to give the 


ing. For one reintorced-concrete floor 


had to be 
tric tor 


combination washer-ex 


proper footing. Equipment had to be selected 


with care and arranged so as to make the most effective 
use of the 900 square feet of floor space For example 
steam generator was selected instead 
To facilitate hand 
ling set on the ground floor 


and the solvent is pump. d to the cleaning room through 
1 


: compact 1L0-hp 
of a bulky space-consuming boiler 
solvent storage tanks were 
s-inch copper tubing 

The finishing three 


utility presses, a silk finishing board, a set of puff irons 


department IS composed of 
und a bag sleever. Other equipment includes a spotting 
board, cuff cleaner, sewing machine and marking table 

The svnthetic cleaning unit is of the two-pocket 
variety capable of handling 30 pounds of garments per 
load. It is equipped with three filters and a 90-gallon 
still. A 30-pound tumbler rounds out the equipment in 
the cleaning department 

The cleaning and finishing department employs five 
and the call office is attended by six counter 
total of With this staff, the plant is 
geared to handle between 1,500 and 2,000 garments per 
week. But the walls are 


y™ rsons 
girls al eleven 
already being eved for future 
expansion possibilities. Since the plant is in reality 
poked through the roof of the terminal, the vistas are 
bright for horizontal expansion 
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SYNTHETIC 
finishing equipment occupy less 
than half of 30-foot-square 
room; can turn out 1,500-2,000 
finished garments per 
Room was built on top of Ter 


cleaning unit and 


week 


minal roof 


The bulk of the business is transacted during the 
opening and closing hours of the day when commuter 
traffic is at its highest; that is, from 7 to 9 in the morning 
and between 5 and 7 o'clock in the evening. During 
these periods three counter girls are on hand to wait 
on the customers. In spite of the relative newness of the 
venture, volumes of $100 per hour have already been re- 
ported during these peak periods. In this instance con 
venience definitely spells profits. 

With same-day service, the hurrying commuter has 
only to leave his soiled garments at the call office and 
pick them up on his way home from work. Besides gar- 
ments, Terminal cleaners also accepts curtains, slip 
blankets, ete. And for a small additional fee, 
one-hour service is available up until 3:30 p.m. six days 
a week. The requests for this special fast service are 
particularly brisk on Saturdays 

Since there is little room for storing garments in the 
call office, a two-way audio communication system has 
been installed to connect the cleaning room with the 
counter. The garments are sent down by conveyor as 
they are requested on the intercom 

Aside from announcing its opening Terminal Clean 
ers has engaged in comparatively little advertising. To 
keep its convenient location constantly in the 
muter’s mind 


cove;rs 


com 
however, it will soon embark on an ex 
tensive car-card campaign. 2 2 


STEAM GENERATOR fits snugly in corner near marking table; can pro 
duce 100 pounds of steam in 14 Water tonk is shown in 
upper right corner of picture 


minutes 


National Cleaner & Dyer 





UNLOAD 
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"WY designeg 
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Columbia-Southern Perchlorethylene has always 
meant: a quality product with high stability, fast 
dependable service, and an assured source of supply. 

Now this new Columbia-Southern drum offers 
another advantage. It simplifies unloading. The new 
drum eliminates struggling, lifting, and a possible 
source of accidents. 

Columbia-Southern Perchlorethylene drums are 
fabricated with a 34°’ and a 2”’ bung in the head for 
easy unloading in the upright position. Upright un- 


loading continues to be popular practice because it 
means important savings in storage space 

For upright unloading, a centrifugal self-priming 
or air pump is used. This should be placed in 
bung opening. 

If you prefer, the new Columbia-Southern drum 
can still be unloaded from its side as in the past. 

You're safe, you're sure with Columbia-Southern 
Perchlorethylene. Order yours now from your 
nearest distributor. 


4. COLUMBIA-SOUTHERN 


\4 


V/ 


CHEMICAL CORPORATION 


SUBSIDIARY OF PITTSBURGH PLATE GLASS COMPANY 


Sane ONE GATEWAY CENTER, PITTSBURGH 22, 


PENNSYLVANIA 


DISTRICT OFFICES: BOSTON + CHARLOTTE * CHICAGO «+ CINCINNATI + CLEVELAND + DALLAS + HOUSTON 
MINNEAPOLIS «+ NEW ORLEANS « NEW YORK « PHILADELPHIA + PITTSBURGH «+ ST. LOUIS + SAN FRANCISCO 
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CLNRS. STEP /NTO RUG CLEANING FIELD du CLNRS URGED Yo FIRE THEIR DRIVERS’ 
HIGH PROFITS PERMIT DOING LARGE BUS- b4 AND HIRE ‘ROUTE SALESMEN.”.. MOST 

INESS ON LITTLE CAPITAL... RUG AND , CLNRS. FEAR INCENTIVE PAY Wil l ALLO) 
CARPET SERVICE NOW IN MANY CLNGPIANG G ROUTEMEN T6 MAKE TOOoMUCH MONEY. 


sn \_H 
CUSTOMER'S UNFAII2 CLAIMS 

Ns > \ARE CLEANERS GIGCEST HEAD- 
— ACHE... SOME STATES LIMIT SETTLE: 
MENTS TO 20 Time CLNG CHARGE 


a ¥ | 
f Tall 
LS ——: 

















SUSPEND PROGRAM For CONVER- SOME MANUFACTURERS BULLDING UP 
ry 4h - POST WAR CUSTOMERS FoR LETDOWN. 
OIL BURNERS 76 USE OF COAL.. ou nf eens ; GEN. MOTORS WARNS. CARS, TRUCKS, BE 
COAL SHORTAGE BLAMED \ ) LIKE 1942 MODELS For IVRS. AFTER 
- END OF THEWA 


—— F< 
Quie\ 
ene 
Favor 


SHORTAGE OF PAPER MAY CUT DOWN Ff 
SIZE OF TRADE JOURNALS & RESTRICT 
SWAPPING OF /MPORTANT TECHNICAL 
‘KNOW HOW ‘DURING VITAL WAR YEARS. 














.»- YOU HIRE A 
NEW SPOTTER.. 
THE RULE OF THUMB’ 
SEEMS To BE. “THE MORE 
THEY BLOW, THE LESS 
THEY KNOW" .. EVEN 
THO You sT0CK ENOUGH 
SPOTTING AIDS TO BE A 
JOBBER THENEW MAN |. 
‘AIN'T GOT NOTHIN’ To a as || 

WORK WITH/” : F re eh . as - 


TODAY, TEP 
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PRESSERS SAY, 


"Fastest, Easiest Press 


_ = WE'VE EVER USED’’ 
.—“% 


Wy & 


AQ OREEIERE SIE AIRED Se 





It’s phenomenal! Pressers and plant 
owners everywhere are unanimous in 
their praise of the New Butler Quik 
Steam press. One presser* says, ‘I aver 
age 30 more pairs of trousers a day 
A plant owner reports, “I was so well 
pleased with the results from two new 
Butler Quik-Steam presses that I im 
mediately ordered a third.”’ 

Here are the reasons why operators 
everywhere are swinging to Butler 
Quik-Steam. 

Light-touch pull-down and lightning 
fast return make it easy to do more 
work per hour—greatly reduce operator 
fatigue. The press head operates so 
lightly that the weight of a loaf of 
bread will start it down. No wonder 
operators, accustomed to an eight o1 
ten-pound pull-down, work faster, stay 
fresh longer and do better work with 
a Butler Quik-Steam press. 

Learn how the Butler Quik-Steam 
can boost your volume and profit, with 
greased -for-life ball bearings, low foot 
pedal, roller lock and other exclusive 
features. *Name on request. 





Ask your Butler man why operators say, ‘‘Fastest, easiest 


press we evel used.”’ 
No matter what cleaning equipment you need—CALL BUTLER FIRST! 
BUTLER MANUFACTURING COMPANY 


7452 East 13th Street, Kansas City 26, Missouri 
Sep, TTT oe Oil Equipment - Steel Buildings - Farm Equipment - Cleaners Equipment - Special Products 


Factories located at Kansas City, Mo. * Galesburg, lil. + Richmond, Calif. + Birmingham, Ala. + Minneapolis, Minn 


STILLS « PRESSES * WASHERS + EXTRACTORS + TUMBLERS + SYNTHETIC UNITS + SAFE-T-THRIFT 140° F UNITS + EXTRACTING -WASHERS 
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»-retort underfeed stoker has screw feed 


the retort is surrounded by dead plates, with tuyeres recessed below 


Burning Coal on Stokers 


Operation and fuel requirements of underfeed types 


by JOSEPH C. McCABE 


Kh STARTING NUMBER of this series on com 
brought out the point that nothing burns 
until it is a gas. In the September issue we 


IN O| 
bustion we 
vunale SS Ol 
showed how the oil burner manufacturers take oil a 
liquid and either spray it out as tiny droplets Ina some 
what gaseous mixture of air and steam or literally teat 
it apart in rotary cup burners. Coal, a solid, is a horse 
of a different color 

The large boilers like find in the local 
power-and-light company’s plants burn so much coal 
that it pays them to do everything they can to make 


coal burning highly efficient and as complete as pos 


those vou 


sible. In keeping with this operating economy they pul 


verize coal: that is, crush it and grind it down until the 
preces are tS small and finn “as a womans face powder 

Smaller though, cant justify the 
money outlay for this coal-preparation equipment. In 
stead, thev go to fuel-bed firing. That is, they burn the 
coal on a bed above the floor level 
enough to get au under into and around the coal on 
the bed the ash on 


burned-out coal to fall through grate openings to this 


boiler plants 


vrate or raised 


and vet leave enough room for 


ish pit 
At one time the 
1 shovelfuls by 


coal was introduced to the furnace 
labor mechanical de 
vices called stokers have taken over this job and sup 
plante d the less efficient hand-firing methods 

In a nutshell, stoker operation consists of l 


manual Today 


push 


ing, dropping or throwing coal on a grate within a high 
temperature region of the furnace; (2) distilling off 
part of the coal as a combustible gas (mostly hydro- 
carbons and CO), which burns above the fuel bed just 
like a gaseous fuel; (3) exposing the remaining red-hot 
solid, which is coke, to vigorous scrubbing by air com- 

(Continued on page 56 


FIG. 2 Air-cooled side-dump grates afford final air supply for any 
unburned coal, and cut down losses from this source 
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WHAT MERCURY OWNERS TELL US 
ABOUT 4% SSS TWO-BATH CLEANING 


Our two 48-lb. units with Rinse-Bath out of this world, super quality, 
cuts work way down.” Hammond, Indiana 





‘Am very satisfied with our two 48-lb. Mercuries with Rinse-Bath units.” Louisville, Kentucky 
Proud and delighted.” Delawanna, New Jersey 
Very much pleased with results.” Albuquerque, New Mexico 


It can't be beat. We and customers notice great improvement in quality of 


cleaning. Spotting much less and easier and wet cleaning almost a thing of the 
past.” Sciotoville, Ohio 


We, and our customers, like it.”’ Galesburg, Illinois 
‘Well satisfied—has reduced wet cleaning and spotting 60%.” Montevideo, Minnesota 
Well satisfied—’ New Orleans, Louisiana 


Something to really sing about. Weekly volume up about 40% and only 19 
wet cleans in 3 months.” Detroit, Michigan 


Very good—” Casper, Wyoming 
“Like it very well—getting good results and also new customers.” Wetumpka, Alabama 


Has cut my work way down and have had many fine compliments from cus 
tomers; especially on whites.” Valentine, Nebraska 


® “The Mercury Two-Bath system is the most wonderful thing that could hap 
pen to a small independent operator like me. Our volume of better than 
$1000.00 weekly is done by one (1) man including spotting and what little 
wet cleaning there is. I could write on and on about the Mercury Two-Bath 
System Worcester, Massachusetts 


MERCURY CLEANING SYSTEMS, INC. 


1817 Benson Avenue, Evanston, Illinois 
Telephone: DAvis 8-0710 


SEE MERCURY AD ON NEXT PAGE 
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4% SSS 


TWO-BATH METHOD 


No transfer of fabrics 


L 


Highly successful Two-Bath operation has been used by hundreds of Mercury 
owners through use of 2 or more Mercury washer-extractors; with manual trans 
fer from 4% unit to washer-extractor holding only clear rinse solvent. 


It is NOW possible to achieve this result with NO TRANSFER of FABRICS 
using ONE Mercury washer-extractor and the rinse-bath tank and filter shown 
above, at right. After normal cycle with 49% SSS in washer-extractor, clear sol 
vent is pumped into and out of the washer-extractor housing from the rinse tank 
shown above, at right 


Complete cycle of 4% SSS operation, and rinse bath, is from 30 to 40 minutes 
per load. The 50 GHP Still at far right (optional), is for clarification of rinse 
solvent only. Total floor space required: 3 ft. x 12 ft., with Still. 


=n DRY CLEAN WITH DRY HANDS 








Filter-Rinse Tank, 
and / or Still, may be 
piped to any size or 
model Mercury Unit 
now in use. 


Pictured above is Mercury 
48 -\lb. washer - extractor 
with filter-rinse bath and 
50 GPH Still. For use with 
140° F. of Stoddard sol 


vent 


Also available in 36-ib 


size 


Phone: Davis 8-0710 


Mercury Cleaning Systems, Inc. — 1817 Benson Avenue, Evanston, Illinois 


For November, 1953 
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FIG. 3 


help distribute it to the fuel bed 


Continued from page 52 
ing up through the fuel bed until it is burned, and (4 
removing the resulting ash from the furnace zone 
Stoker: perform these jobs in a variety of ways and 
the nature of the fuel bed differs considerably in fact 
from the simplified bed with its sharply defined zones 
as shown in “How Boiler Furnaces Work see sketch 
it right 
Stokers 
che y™ nding on how the coal reaches the fuel bed: ( 
which the fuel 


may be divided into two general classes 


l 
) 


COTES trom above { 
underteeds, in which it comes from below. The latter 
method is the type most frequently found in the dry 
cle ming hie ld 


overteeds Itt 


\s the Thiltihe implic Ss, In underfeed stoke rs raw coal 
comes to the fuel bed trom below 
a feed retort, and 
coal behind it rises in the retort to spill over on to the 
fuel bed at either side of it. No air is supplied in the 
retort proper, it comes through openings called tuveres 
( pronounced twee-yares ) in the 
ing the retort. At the retort top, raw coal is exposed to 
drying 


It is pushed along in 
l if 


trough, o1 under pressure of fresh 


vrate sections adjoin 
Sore 


heat 


HOOVES 


and to furnace 
lenition occurs and distillation begins as the coal 
from the retort area to the active burning area 
it. Either under pressure of incoming coal, or as 
i result of grade 
the ash-dis 


action trom incoming an 


iround 


motion burning coke moves slowly to 


harae rea 


Underfeed Types: Single-retort units can handle up to 
ibout 2 
casionally as 
of this ty yo 
Single 


5.000 pounds per hour steaming capacity, 06 
high as 40.000. Figs. 1-4 illustrate stokers 
lwin retorts (Fig. 5 are also employed 

retort stokers differ in the method of feeding 
Lin the grate In the smaller siz 


coal am arrangement 


ranivee’s val Is prope led into the retort by a Wor or 


SCTCMW while ae larger 


pusher blocks on 
Phe simple st grate 
which iret cl ined manually 
through them, these are 
IS vimitted the ir 
either case, the main ai 
iround the retort top 


units a possibly aided by 


i sliding retort bottom, does the job 


ram 
design employs stationary sections 
When no air is admitted 
called dead plates 
( illed live 


when air 
plates. In 
comes through tuveres 


sometimes 
flow 


Gravity-fed coal from hopper reaches a reciprocating ram, moving under action of crank. Ram feeds coal into retort where pusher blocks 
Burning coal moves out over tuyere section to ash grates at sides 





Sf 
Lin 


Oxidation 


Fs Se Ph.” Foe 


s 
= 
+) 


CORRE TOR eee eee wat eteteteee 


Simplified fuel bed shows four zones 











Screw Feed: Fig. 1 shows a screw-feed unit with dead 
plates surrounding the roughly square retort area. The 
tuyeres are recessed below the dead plate level. In 
other designs, tuyere blocks are high and slope away 
from the retort. Sectional tuyere blocks allow for ex- 
pansion and make replacement easy. Screw-feed stokers 
with stationary grates find application for coal-feeding 
rates from as low as 100 pounds per hour and up to 
about 1,200. Stoker, draft fan and controls may be de 
signed and sold as a unit 


Dumping grates: In larger units, retorts are longe 
and dumping grates are applied at the sides. Fig 
shows such a design looking toward the front end. Ex- 
tended tuvere sections form live grate areas at the sides 
of the retort. The ash grates dump into collecting pits 
from which ash is removed manually at intervals. 

Many screw-feed stokers are powered by constant 
speed motors, usually with a mechanical transmission 
for speed reduction and adjustment. Hydraulic trans 
Where automatic control 
is applied it is frequently of the “on-off” type, with a 
hold-fire arrangement 


T 
) 


missions are sometimes used 


Ram Feed: The ram-feed single-retort stoker overlaps 
the screw feed at the lower end of its size range. But, as 
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DRIVE-IN CLEANERS OFFER FAST. 
WEEE DOW-PER 


EE EICIE NE SERN I 


Dow-PER’s fast action means that you can give “in by 10 out by 5” 


service, handle more customers per day and make more profit per year 


Drive-in cleaners, a recent development of increasing 
popularity, base their operation on attracting customers 


by offering the most in convenience and quick service, 


Dow-PER* plays an important part in permitting fast, 
efficient service and is the dry cleaning solvent preferred 
by many of the drive-in cleaners. Dow-PER requires a 
short cleaning eyele, one that allows plenty of time for 
proper finishing and pick-up the same day the clothing 
is received. 

The thoroughness of Dow-PER cuts down on spotting 


which also means faster service. Dow-PER is stabilized, 


* 





retains its cleaning power thereby eliminating streaks and 


cloudy areas that require extra time, 


All synthetic dry cleaners can benefit by using Dow-PER, 
for in addition to working fast and thoroughly, it is safe and 
economical to use. Call your Dow-PER distributor today 
and have him show you how you can offer your customers 
the best in service and make your business really pay off. 
Be sure to ask him for the counter cards, informative 
literature and window decals that tell your customers you 
use high quality Dow dry cleaning solvents. THE DOW 


CHEMICAL COMPANY, Midland, Michigan. °Trademark 


you can depend on DOW SOLVENTS 
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FIG. 4 Section through a single retort unit with side-dump grates 


Arrows show how air flows 


boilers of 25.000 


pounds per steaming capacity and higher 


mention dl be fore some cle Sins serve 
The ram piston or plunger as it is variously known, 
a crank to 
hydraulic 


a driving mechanism or to a 
evlinder in The 
change in timing 
The ram pushe s the coal to the retort 
distribution in longer variety of 
employed. Some units have sliding retort 
bottoms while others have pusher blocks that recipro 


connects by 
steam, air o1 
ram stroke 

varies tuel feed 
kor 


means wre 


. r 
sone cle SILIS 


usually stays constant 


area retorts a 


devices usually drive from the same 
main plunger. Ram and = pushes 
usually adjustable. In addition to distribut 
ing coal in the retort, auxiliary pushers provide an addi 
fuel-bed Fig. 3 
typical ram-fteed stoker with pusher blocks 


Grate Many 
“rates to prov ide ftuel-bed agitation and to assist move 
the coal to the the 
Methods of providing this motion vary. In some units 
alternate move laterally 
rocket camshatt driven 
mechanism In Ore design (Fi 
of a series of bars grouped along the long axis of the 
retort 
area, depending on turnace width 


cate slowly. These 


mechanism as the 
strokes are 
shows al 


tional measure of agitation 


motion: single-retort units have moving 


ment of dump grates at sides 
actuated by a 
the main drive 


5 sick 


grate bars 


arm of from 
uv grates consist 
rows of bars may form the grate 
An oscillating shaft 
imparts motion directly to these grates, with maximum 


Iwo or more 


movement near the retort 


Air distribution: Side grates and dumping grates are 
ustially the active 
\ir in quantities and at pressures suitable 


provided with air holes to extend 
burning area 
to fuel-bed conditions is supplied from a main ait 
chamber with dampers providing control of distribution 
to various grate sections. Some units have hollow vrate 
bars through which air passes from the main chamber 
to ausiliars ( h ume rs. ‘I his ‘ ools grate castings and pro 
vides some air preheating 


Having seen some of the construction features, we 











FIG. 5 Section through underfeed stoker with twin retorts 


ooled moving grate gives necessary agitation to the fire bed 


58 


GLOSSARY 
Engineering terms used in this article 


le aves 
But thes 


is called ash 


Ash-fusion—When coal is heated hot enough to burn, it 
ash that 
at which they fuse 
sticky 
hamper boiler performance 
Fines— Thx very small parti le s ot coal knox ked off the lumps in 
handling or shipping form an almost dustlike material called fines 
If there is seals off the air 
between the coal and can hurt stoker operation 

Nut and Slack—Coal for stokers is usually sized; that is passed 
through so that the 


enough so air can get around them, yet small 


minerals or burn will 
melt or fuse The 


temperature It 


behind any just wont 


temperature 


fusion is umportant because ish can clog 


up stokers, cut off air supply 


too much of this material it spaces 


scTeOCns lumps are the right size for good 


burning large 
enough so the stoker can handle them. Sore pieces smaller than 
the desired lumps do get in and they are grouped together under 


slack 


the mane 





can now form a better picture ot single-retort operation. 
Under action of the feed screw or ram, coal enters the 
retort, being pushed rearward and upward. It moves 
slowly over the retort edges and spreads out over the 
active grate area. It is first exposed to air and furnace 
heat at the top of the retort zone. Here some drying 
occurs and ignition and distillation begin. Normally, 
ignition occurs about as the coal reaches the boundaries 
of the retort area and, except in narrow stokers, the only 
active burning occurs on the side grate sections. 

As the coal moves slowly to the sides (and rear, in 
many small units) all volatiles distill off to leave coke, 
which is burned out as the edges of the unit are ap 
proached. Most of the incoming air goes up through 
the fuel bed close to the retort area (Fig. 4). At this 
point it serves the useful purpose of promoting rapid 
ignition and maximum mixing between air and volatiles 
released from heated raw coal. In some installations, 
overfire jets are employed to give high turbulence. 

It is characteristic of this type of firing that some 
clinkering should occur and fuel-bed agitation break up 
such clinkers and coke masses as form. Use of a coal 
having a lower ash fusion* than that suitable for the 
design of a given unit may lead to clinkering difficul- 
ties, especially along the side walls at the grate level 
Water-cooled side walls reduce such tendencies and 
thus help to extend the range of coals burned satisfac 
torily and also the continuous capacity rating 


Coal Characteristics: Single-retort underfeed  stokers 
handle most bituminous coals, also anthracite. Size is 
not too critical, but preterred choice limits the top size 
to from 34 to 2 inches. Usual specifications call for 2 
inch and slack* with no more than 50 percent 
through a '%4-inch round-hole screen. Reduction of the 
percentage of fines* promotes flexibility by extending 
the possible choice ot coals, The desired aim IS, ot 
course, to get a coal size-consist that gives rapid igni- 
tion and a porous uniform fuel bed. Where single-re 
tort stokers equipped with stationary grates are used, 
a double-screened coal is advisable to reduce the per- 
centage of fines 

The fuel-bed agitation of underfeed firing makes 
it suitable for caking coals. The amount of agitation 
varies with stoker design: hence selection of coals with 
caking characteristics suited to the degree of agitation 
obtained is important. Also to be considered is the mat 
ter of ash-fusion temperature mentioned above. # 2 


nut 
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new Manitowoc 
perchlor SS§ unit 


Sec 


Rear view of unit showing sepa- 
rate solvent storage tank, still, 
filter and pump for solvent rinse 
operation. Strong soap filter tank 
and storage tank with washer- 
extractor mounted at front of unit. 
Compact, accessible design re- 
duces floor space requirements. 
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SELECTO-CYCLE Control 


Finest feature of any — 
“Selecto-Cycle" — con- 
trols SSS System electri- 
cally and mechanically. 
Enables you to adjust 
sequence of operations 
and time, to suit nature 
of load. More simple, 
more flexible, more — 
practical than any other, 





$6860 cm 


F.O.B. Manitowoc 








Superior in Design, 
Construction, Performance 


Here's a great new Manitowoc SSS Unit, specifically designed 
and built to provide superior performance, employing the 
2 Bath System. It is extremely simple in design and opera- 
tion — with a remarkable Selecto-Cycle Control which 


permits the most flexible type of operation. 


This Manitowoc gives you many advantages, many extra, 
fine features — and of course the added advantage of dual 
drum design for more capacity (105-120 Ibs. hr.) and finest 
quality cleaning. A Manitowoc costs less to buy, costs less 
to own and operate; gives you maximum capacity and lowest 
net cost per pound of dry cleaning. Get the facts and you'll 


geta Manitowoc. Send for complete details today. 


t) pameee MANITOWOC ENGINCERING CORP 


512-—16th Street 


Oye | Mecitewcc, Biscoesio 


ft ee ee 
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Caled has always originated whole new trends 
in better cleaning products. NOW you see 
Caled leading the way again .. . with this 
far-advanced soap, Cal’s Charge, the soap 
that’s especially designed for Charge Systems. 
A new combination of additives puts this 
amazing soap ahead of 

ordinary soaps in meeting 

quality specifications and a 


me 
sets another new high in =~, 
ae ree 


cleaning perfection. y ‘hon 
. / ra \ 
i 
{ 


= \ 


THERE'S A CALED PRODUCT 
FOR EVERY DRYCLEANING NEED 
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Here, actually, is the new Charge 
Soap. But you don’t have to wait 
a year...amonth... or even 
days ... to enjoy the benefits of 
this wonderfully different ... won- 
derfully efficient . . . economical 
soap. 


Usable in all solvents and all 
systems .. . soluble in all concen- 
trations . . . Cal’s Charge is no 
problem to use and requires no 
special techniques. Its greater 
chemical stability and cleansing 
action assures better cleaning, at 
less cost. 


Test Cal’s Charge against any competition and you'll find you have less 
wetcleans ... less spotting .. . less classification troubles ... no soap stains. 


Without rinsing, Cal's Charge is usable as a 1% charge; it turns out 
unexcelled work in a 4% charge, with rinsing. 


You'll like the way fabrics feel, too . .. smooth, supple... the way clean 
clothes should feel. Whites are true whites and colors have a rich. 
natural glow. Clothes come clean on the first cleaning because 


Cal's Charge Clean-Ability is Built Into The Soap 


TG LCE prgowests 0,10 
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HARD-TO-MISS  store-plant is 
located at busy intersection at 
Milford, Connecticut. Railing at 
curb indicates position of stream 
which flows just to left of co 
lonial-styled plant 


Plant Moves—Sales Rise 


Relocation brings 30 percent increase and 


creates cleaning center in New England town 


by HENRY MOZDZER 


hike ADVANTAGES OF MOVING from an old, over These modern-looking buildings are joined by a 
crowded two-story plant to a modern, roomy one-floor common driveway which flanks the road leading to 
operation are readily apparent, But for Carroll's Clean Milford’s business district for a distance of some 210 
ers of Milford, Connecticut, such a move resulted in at feet. They are owned and operated by the Richetelli 
least two additional benefits brothers and Dante Mei, a brother-in-law 

|. Business increased 30 percent within one month But things weren't always this way. The building 
of the opening date housing the Carroll's Fur Storage and Richey’s Laun 

» The move, in effect, created a “cleaning center dry was built in 1948. Three vears later the laundry 

Driving through the peaceful, tree-shaded country end was expanded to make room for finishing equip 
ide—just off the Post Road in southern Connecticut ment. Finally, a few short months ago the drycleaning 
one is suddenly surprised to see a fur storage plant, a plant was constructed; it was opened officially in 
laundry and a drycleaning establishment all grouped to August 
gether on one side of the road. Surprised because the Daniel Richetelli manages the fur department with 
irea seems to be primarily residential and no gas sta its 40-by-40-foot humidified storage vault capable of 
tions or supermarkets are in evidence holding 6.500 coats. George Richetelli runs the laun 


AN EVE-CATCHER is this tree shaded, family-owned ‘cleaning center located about a half mile west of Milford’s business district. Block-long 


» easily accommodate 25 ars 
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PERGHLORE THYLENE 


Dry Cleaners’ Grade) 


= 
trees fe ; mo ~~ 2a. 
x =_ el < +s * 


ALOT GER LONG POR IED 


Dry Cleaners’ Perchlorethylene, the non-explosive and 
non-flammable solvent, is now available from STAUFFER 
As a supplier of Carbon Tetrachloride and other cleaning 
solvents during the past 30 years, Stauffer has long 
been familiar with the needs of the dry cleaning indus 
try, and thoroughly appreciates the demand for furnish 
ing the best in quality and service. A completely new 
Perchlorethylene plant has been built, using the last 
word in modern equipment. It will manufacture a grade 
of Dry Cleaners’ Perchlorethylene meeting the labora 
tory tests prescribed by the National Institute of Dry 


) 


cleaning, as well as the practical test of use in all types 
of machines and all dry cleaning processes 

Stauffer's 43 plants, coast-to-coast, are your guarantee 
of know-how" and dependability in the manufacture 
of chemicals and solvents for industry. Sales offices in 
major consuming centers plus a network of experienced 
distributors assure you of intelligent service and prompt 
delivery. For complete satisfaction, look for the distin 

tive blue-striped drum. Stauffer Chemical Co., 420 Lex 
ington Ave., N. Y. 17, © Chicago ® Houston ® San Fran 


cisco ® Los Angeles, and other consuming centers 


Y STAUFFER 
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SPACIOUS STORE 


and ocoa 


OFFICE is 


cement blocks 


blend of brick 
Wall-sized windows give office clean 


tasteful glass, flagstone 


colored 


warm atmosphere 


dry, offering shirt, flatwork and wearing apparel serv 
ice. Shirts make up the bulk of total laundry volume 

Carroll's Cleaners is legally, as well as physically 
eparate from the other firms. It is operated in partner 
ship by Frederick Richetelli and Dante Mei, When 
the partners decided to move the cleaning plant from 
they first thought to merge all 
three operations under one roof by extending the laun 
dry lines. A stream bisects the property 


its midtown location 
and 
the cost of building over it in such a manner as to com 
ply with local regulations proved prohibitive. So, choos 
ing the largest lot, they 
design a structure which would make use of every bit of 
space illow thle 
Phe end result 


however 
commissioned an architect to 
colonial-stvled store 


Was a moder 


plant which harmonizes with the other Richetelli hold- 
ings. Although it is not readily apparent, the new plant 
is distinctive in that there are no square corners—each 
side being a different length. It should be added that 
this did not handicap equipment layout arrangements. 

Within four weeks after the new plant opened its 
doors the business volume increased by 30 percent to 
become a $2,000-a-week operation. Another route was 
added to the two already in existence and the store 
plant soon was handling more business than the call 
office 

The former plant store at the midtown location was 
retained as a call office for traditional reasons. It was 
the original site of Carroll's Cleaners even betore 1937, 
the vears Messrs. Mei and Richetelli became its owners. 

Today, a percentage breakdown of the sources of 
income reveals that the new store plant brings in about 
30 percent of the business, the call office 20 and routes 
0 percent. 

Location is regarded as the principal reason for this 
Roads leading from beach areas funnel into 
the cleaning center. Passersby use it as a landmark and 
tend to remember the variety of services offered. They 
remember, also, the spacious parking area adjoining 
the buildings 

Announcement of the cleaning plant’s move was ad- 
vertised in the local papers for only one week preceding 
the opening date. Carroll's does run regular weekly ads, 
however, and will soon take part in a program called 
“Treasures on Television” to be televised by Bridge 
ports WICC-TV over Channel 46. 

Summer visitors drawn to the shores of Long Is 
land Sound help level off hot-weather slumps and Mil 
ford itself is booming in its own quiet way. Within the 
past 10 years its population has increased more than 
60 percent, Its cleaning center looks forward to con- 
tinued prosperity. 7 # 
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KEY 


1. Plant-store office 

d Counters 

}. Desk 

4 Marking table 
Silk spotting 
Wool spotting 
Breaking table 
10K b. w er-ex 

Filters 

Srill 

Windwhip 

Wetcleaning tubs 

40 Ib 

100 Ib 

Preheater 

Boiler 30 hp 

Unfinished rail 

Finished slickrail 

Steam-air form 

Puff irons 


tumbler 


tumbler 


lroning board 
Topper 

Utility presses 
Inspection point 
Split-rail assembly 
Bagging 

Route storage rails 
Sewing table 
Store storage rails 
(numerical order) 


Restrooms 
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and the result is 





CISSELL LOW-BOY 
-STEAM-ELECTRIC IRON 


with electric thumb control 


The Cissell Low-Boy Steam-Electric lron with Elec- 
tric Thumb Control, $82. The Cissell Low-Boy 
Steam-Electric Iron with Electric Thumb Control 
and Water-Spray Gun, $99. F.O.B. Louisville, Ky. 
(add $15 for D.C.) 





tee bet ty 


Foreign Distributors Write Export Dept. — Coble Code: CISSELL 


W. M. CISSELL MFG. co., INC. — LOUISVILLE, KY. Pacific Coast Office: 4823 W. Jefferson St., Los Angeles 








> CHARGED-SYSTEM DETERGENT 


The femete” f 


Pennsall 


Works in any charged system—lI, 2, 3, or 4%— 


dilute, regular, or super-charged ! 


Works with the equipment you now have— 
no gadgets to buy. none to get out of order ! 


if vou would like to drastu alls reduce or even 
completely eliminate costly wet cleaning and 
much spotting under your present charged system 
set-up — Power-Pak is right for you! This newest 
development from Pennsalt can help you turn 
out far better work, with less trouble, and with a 
bare minimum of wet cleaning 


Phe key 
exclusive Hlydratroll action 
to make moisture behave. to make it work for 


to this new product's ability is its 
in effect. its power 


vou, mot agaist vou 


You can use the right amount of moisture for 
each load—even adjusting for humidity condi- 
tions of the atmosphere or of the solvent if vou 
wish. You just add a selected amount of a 
stock Pennsalt 


and mousture 


solution contaiming linergex 


Then, moisture plus solvent plus Power-Pak go 
to work to get garments as clean as vou've 
ever seen them come from the washer! Colors 
gleam, whites sparkle. Cotton parts in suits look 
like they ’d been washed in soap and water. Yet, 


silks don't take on that dull 


appearan ‘ 


washed-out 
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Power-Pak rinses fast. offers trouble-free distilla- 
tion and filtering, can be used in dilute or super- 
charged systems. Best of all, Power-Pak will work 
with the equipment vou now have. Nothing extra 


to buy! No faney gadgets to get out of order. 


Free Technical Service 

Phere is no charge for installing Power-Pak. 
Experienced Pennsalt’ technicians, trained to 
analyze your special needs and problems, will 
help set up vour plant to get the very most out 
of this advanced detergent. A free, easy-to-use 
test hit is provided with all installations. 

We honestly believe Power-Pak is the finest 
charged-sy stem detergent ever offered to the dry - 
cleaning industry. Once vou use it. we know vou 
will think so. too. Contact vour Pennsalt dis- 
tributor today for further information. Laundry 
& Dry Cleaning Dept... Pennsyivania Salt Mfg. 
Co.. East: 402 Widener Bldg.. Phila. 7. Pa. 


West: 2108 Shattuck Ave... Berkeley 4, Calif. 
POWER PAR is a trade mark of PSM Co 
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Pennsalt 
Chemicals 
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. —trouble-free distillation & filtering | 





Oxidized-Sizing Stains 
Can you tell us the nature and cause 
lad housecoat?—T.C.D., Connecticut 


Phe stains 


of the stains on this 


oO pronounced on the sleeves of this gar 


ent ive reer | oxidation ol cellulose 


Cnused’ Dv thre 


materials or sizings present in the fabric 


The condition is usually the result of a fabric getting 
wet and remaining wet for some time. Sizings, dressings 
materials are dissolved and move to the 
thes 


Ve llow 


or qt lulose 
outer edge where remain to become oxidized and 
take on thei to dark This condition is 
commonly seen on draperies and curtains which get 


( olor 


wet at an open window and hang in this condition for 


some time. It may also be that acid gases present in the 
atmosphere may be absorbed in this wet area and con 
tribute 

Stains of this type are usually quite difficult to re 


In the case of drape ries or similar cotton fabrics 


to the discoloration 


miOve 
it is usually impossible 

You may be able to clear up the stains in this house 
coat by placing the entire garment in a bath of water to 
which is added a wetting agent, and allowing it to soak 
foward the last part of the soaking 
procedure ammonia to the bath, then allow 
the soaking to continue Then wet 


for several hours 
add SOM 
for about an hour 
clean and rinse in the regular manner 


Hole in Trousers 


This pair of trouser printers ink on the knee 
Wi we tried to remove the spot in the usual manner, why did 
where the ink had been E.L.A Georgia 


hack seonne 
i bacole ippear 


Wie have 
that the hole 
rather than any spotting operation 


damaged area and believe 
tear in the fabric 


examined the 
was the result of a 

The stain present contains carbon soil and so might 
be indicative of printers’ ink. Yet that same carbon-type 
oil is also present around a metal object or piece of 
machine ry 

Wi are ot the Opinion that this garment was torn 
by a sharp object, and at the same time the fabric was 
stained with soil containing a large quantity of carbon 


Cleaning Acetate Jackets 
How « 


in we clean acetate waterproof jackets 


C.M« Kansas 


acetate jackets has been quite a difficult 
cleaners for The 
that has recently generally swept the 
industry the 
greater amounts of water safely in his 
Thus the cleaning efficiency 
particularly on the 
jackets that have been so difficult to 


problem for some time so-called 


charge svstem 


drvcleaning has made it possible tor 


cleaner to utilize 
cle imneg procedure has 
greatly increased garments 


ict tite 


been 
such as 
cl in 
Acetate 
This might 
and cotton 


fabrics do not dryclean particularly well 
said of other 
On the other hand, we are reluctant to wet 


garments 


ilso be fibers such as rayon 


clean these for Various reasons 


Bat. vou will find that a very fine cleaning iob can 


be accomplished on such fabrics if a detergent carrying 
moisture completely in itself or as an emulsion with 
water is used on the garment. If you will brush down 
the soiled areas of such garments with a stock solution 
of detergent, moisture and solvent, and then clean them 
in the regular fashion with a low solvent level in the 
washer, a fine cleaning job will result. 

Of course, where such large amounts of moisture are 
used, the extraction time should be reduced so that 
severe breaks do not occur in the acetate fabric. 


Loom-Finished Acetate Taffeta 


Can you give us any advice about handling the type of ma- 
terial in this lady’s blue taffeta dress? We find that this fabric 
loses its stiffness, even though it is dryvcleaned only, and that it 
is difficult to remove water-soluble stains.—P.M.D.C., Puerto Rico 


This fabric is a loom-finished acetate, meaning that 
the yarns are dyed before weaving and the warp yarns 
are sized before they are put into the loom under ten 
sion. 

The problem, of course, hinges on the water-soluble 
property of the sizing. When such fabrics are dry 
cleaned in standard procedures which might include 
the use of moisture in the detergent used, some loss of 
sizing might occur and streaking is often noticed. Na- 
turally, should any wet processing be done on such a 
fabric it will be ruined through the loss of sizing and 
the shrinkage that goes with it. 

Formerly when a drycleaner handled an acetate 
taffeta he could be certain that water procedures could 
be used with safety. That can no longer be counted on. 

This garment can only be handled in a completely 
drycleaning procedure. That means water-soluble soil 
and stains cannot be removed without danger of dam- 
age through loss of sizing. In some instances a moisture 
emulsion made up with one of the drycleaning deter 
gents can be used to try and help a soiled condition. 
But any use of moisture whatever is dangerous on such 
fabrics 

Sometimes a dry-side water repellent can be used 
to improve the stiffness of the fabric 


Spots Showed After Cleaning 


Why did these 
ALA 


after this was dry 


spots 


Texas 


ippear garment 


cleaned? 


The spots on these tan checked trousers are actually 
a loss of dyestuff. Further examination shows that the 
loss of color has taken place from the acetate yarns in 
the fabric 

Acetate dvyestuff is very soluble in alcohol solutions 
as well as acids. It is also susceptible to damage from 
crocking off Anv rub 
bing action can easily cause this condition. It appears 
that some type of rubbing has taken place against the 
fabric of these spots. This could be from use of a bone 
spatula, fingernail or a similar object 

The onlv way to overcome the damage is to redye 
the garment and, because the fabric in this case is a 
check, this might not be advisable, unless the customer 
would be satisfied with a solid brown 


-caused by an abrasive action. 
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RESTORED AND 
ENRICHED BY 
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Superior results are obtained with the use 
of Colorflex in restoring grain leather gar- 
ments to their original state of usefulness 
and appearance. This is because Colorflex 
is a type of leather finish used by leather 
goods manufacturers. 


Colorflex, if correctly applied, recaptures 
the finish that was the pride of the tanner 
and dyer of the leather from which the 
garment was originally made. 

Grain leather garments properly refinished 
with Colorflex will not crack or peel under 
any climatic condition. They retain all the 


Weite for special bulletin on 
CLEANING AND FINISHING 
OF LEATHER 
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flexibility and feel of virgin leather, will not 
rub or crack, remain fast to light and may 
be dry cleaned without loss of color any 
more than newly purchased garments. 


Colorflex is available in twelve colors, in- 
ciuding black and white. They are mixed 
with water and applied with a sponge, 
brush or compressed air gun. 


Colorflex Top Finishes are extremely flexible 
lacquers in gloss and dull tones, applied 
with air gun as a sealing coat and imparting 
water repellent qualities to the finished 
leather. 


DISTRIBUTORS EVERYWHERE 

















MOST OF SYSTEM is visible here 


Marker for Section 2 is just at left of first slickrail 


At right is line leading in from fin 
hing department 
support at right. Garments at girls right are shorts Garments hanaing 


t for left n section 8 
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ASSEMBLER 


STANOS 
HERE 


( BAGCER 
x a 


| To DRIVERS 


DIAGRAM SHOWS how simple this system is 


re) FROM 
FINISHING 
DEPARTMENT 
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This Assembly System Is Simple 


Slickrail setup makes it easy for one girl to handle assembly and bagging 


by PHIL GREENE 


JUST ABOUT 


clrve le inet 


IDEAL tor a small- or 
Peter Day, who operates Day & 
Frick in Philadelphia, regards his assembly 
cites these advantages 

1. One girl 
bagving 

>, It is 
mixed up 

) The 

It does more walking than, say, the split 
rail svstem, but this slight drawback has not turned out 
to be significant in this plant 

The svstem is tied in with the firm’s invoice ticket 
tag The 


address 


medium sized 
is the way 
svstem. He 
handle both assembly and 


Cat easily 


practi illy impossible for an order to get 
system Is very simple 


rt qpurire 


driver or counter girl just 
writes the and route number on the 
first sheet of a three-part snap-out ticket. The marker 
sorts the bundle, fills out the ticket, and stamps an order 
number on the carbonized form with a marking ma 
Then fiber tags bearing the same number 
stamped out for each piece in the order, The tags are 
safety pinned to the pieces and the work goes to the 
cleaning ce partment 


and identification 


Pharine 


chine are 


The number system is a simple one. Lots are identi 
fied by a tag number might be 


\X2M-Ol- 


he \ the month. January 
» and so on through September 


color kor example 


is 1, February 
which is 9. To keep 
October. No 


stands for 


the month designations in one character 
vernber and December are X, Y and Z 

The 2” indicates the second week of the month, 
and the “\E° stands for the day, So that there won't be 
two T's for and Thursday, Thursday is as 
The last two digits, “O01,” indicate 
This OL starts a 
sequence whic h is continued to the end of the week. On 
the following Monday the first garment will again be 
Ol. The dash at the end indicates a single piece order 


| nesday 
letter H 


the first garment marked in on Monday 


Sram cl the 


The dash is left off for multiple prece orders 
The tag serves an interesting inc idental purpose 
If buttons are missing when a garment comes in, the 


marker punches a hole in the ticket for each missing 
button. Assume that the repair girl is replacing buttons 
that were removed for cleaning, and finds only two in 
the envelope when there should be four. If the tag has 
two holes punched in it, she knows that the two missing 
buttons were missing when the garment was accepted. 

After work is cleaned, it is sorted into a fixed se 
quence for the The sequence pants 
skirts, jackets, silks. This sequence is, naturally, con 
tinued as the work is finished and moved along the 
slickrail to the assembly section. 


finishers runs: 


The assembly section, as the diagram shows, consists 
of a slickrail angled into a square shape, but with most 
of one side left open. The rail is divided into 10 sections, 
one for each digit, starting with 0, and running counter 
clockwise. The different are indicated by a 
number hung from a wire running around the slickrail 
supports 

Another slickrail runs out of the open side of the 
square and leads to the drivers’ racks. The assembler, 
with her desk and bagging hook, stands in the center. 

As garments are pushed up the slickrail from the 
finishers, the assembler first subsorts them by the last 
digit of the tag number, When the tag color changes 
and the next lot starts coming through, she starts assem- 
bling the 0 section of the rail. She has, of course, sorted 
her copies of the invoices by the last digit. When the 
0's have been bagged and put on the rail leading to the 
drivers’ racks, she pushes the entire 1 section (and per 
haps the 2 and 3 sections as well) back along the as 
sembly rail to where the 0’s had been so that the gar 
ments will be handier to her bagging station 

Long coats are not subsorted but are bagged 
immediately to avoid extra carrying. Single orders (tags 
with dash at end) are not subsorted, either. 

Short orders, or garments that are otherwise out of 
lot, are kept at the end of the outgoing line until the 
rest of the bundle catches up with them 

Two copies of the three-part ticket are attached to 
the bags. One is for the customer, and one for the 
drivers’ own records. # # 


sections 
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If high costs and low profits have You up a tree, here is a 
simple, down-to-earth solution to your problem! Investigate 
the revolutionary Detrex Two-Bath Process. 


The miraculous cleaning action of the Detrex Two-Bath 
Process does more to cut over-all costs than any development 


in the last twenty-five years! At the same time, it improves 
quality to the point that business automatically climbs 

to a new high . . . imagine, you make more profit per garment 
and from more garments, too. These are facts 

proven by every single operator of the new 

Detrex Process from coast to coast. 


How does the Detrex Two-Bath Process do all this? 
By making it possible for you to use 3% to 4% strong 
soap solution followed by a clear solvent rinse cycle. 
Because reruns are virtually eliminated, wet cleaning 
is a thing of the past, pass-ups become the bulk of 
your volume, you process greater volume with fewer 
headaches. Best of all it’s completely automatic. 


For the whole profit story—for proof—send in the 
coupon on the back or contact your local 
Detrex representative. 


DETREX CORPORATION, Box 501, 
Detroit 32, Michigan, Dept. N-5 
DETREX CORONET 


DETREX MONARCH 


The Monarch for 120 th. hourly capacity — the 
Coronet for 80 th. hourly capacity. The two 
bath process for 4 tof strong soap-solvent 
solution is optional at extra cost on both units 


The Process that Shamed the Industry 


4 ” 
Riemer 106: Me Sp eee 





ANOTHER TRUE DETREX SUCCESS STORY 


Daking Horace Greeley 's advice to go fa } “{ hand at several different occupations. He 
West, Mro Dave Simon moved to the Fe +p was a wrestler and boxer for three years. 
Pacific coast nine years ago. Then, in ; ~ even fought his way up to be light heavy- 
June 194 established the Sun Valley ’ weight contender before retiring. He an- 
Cleaners, LS801-13 Ventura Blvd. Lox { swered Unele Sam's call and spent 15 
Angeles, California months in Air Corps Artillery. a 1947, 
Dave ope ned his Los Angeles store called 
Sun Valley Cleaners. A cash and carry 
operation, Dave soon found himself work- 
ing nights and weekends to maintain 
As the years went by. Dave tried his ~ "| . WT J reasonable service on a normal volume. 


Dave was born and educated in Pennsyl 
Vania helped his father who was in the 


lt ve le inne bruasanne as 





j . Dave decided to look around, to find a 
Y ty ' way to get home earlier and maybe even 
Wiad “t | increase his volume. For two years he 
(° J? investigated and compared all makes of 
4 fy drycleaning equipment, finally decided on 
7 the only logical choice, the Detrex Two- 
Bath Process. As he saves. “1 bought I 
was not sold Now Dave goes home 
earlier and enjoys his family. At the same 
time he enjoys the profits from sub- 

stantially increased volume 





of at Dave is a family man and this business 
is a family operation. Mrs. Simon works 


his overhead costs substantially. For ex % ul oA = as a checker and inspector, while their 
2 i 


In addition, Detres equipinernt has cut 


ample: the gas bill has dropped tb'a", 


ir oi 17 vear old son helps on all jobs. The 
and reruns have been eut by 6057. Pass <) 


_ combination of hard work and good judg- 
ups are practically LOOC): wet cleaning pig IN ment by this ambitious family has resulted 
and hand spotting are greatly reduced i plas 4 ; ina high volume. profit-making organiza- 
t b | ERS é g£ om é 4 £3 é 
hinployees are much happier and more SUN VALLEY CLEAN } tion. Among their many satisfied cus- 
eflicient Vi 4ur - tomers are movie celebrities, TV stars 


and corporation executives, all people 
who want and get the best in drycleaning 

the type of quality which is standard 
for the Detrex ‘Two-Bath Process 


(,arine tits are cleaner and colors are 
brighter” says Dave these are the rea 


ons our business skyrocketed so fast 





Detrex equipment is sold and serviced from coast to coast 


DETREN CORPORATION 
Rox 50] Depot \ 


Detroit 32. Michigan Phese distributors have been individually selected by Detrex 


through a network of distributors. 


rl ! ithout obligation complete details on the on the basis of “know-how” and ability to render top-flight 
fuse rust te Ww hou obigatio “” » é - 2 : s , ‘ 
Det | Bath P service. Well versed in drycleaning in all its phases—trained to 
etre. “wo a ! rocess : t 
recognize and serve your every need—they stand ready to fill 


all your drycleaning requirements. 
For the full Detrex Story, call upon the Detrex distributor in 


your area. Just fillin the attached coupon and mail it today. 
We will advise you of his name by return mail. 





IN FRONT OF ENTERING CUSTOMER is view of marking, finishing and repair departments and garment storage racks. Note cart with overhead rack 


immediately behind counter for incoming work 


How To Give Drive-In Interior Appeal 


With parking convenience but no curb service 


customers are held by view of activity inside 


WHAT YOU SEE INSIDE a drive-in is important, too 
according to H. D. Christensen, owner of Nu-Way 
Cleaners at Medford, Oregon. With a satisfactory park 
ing and lane arrangement but no curb service, he has 
found that it takes some attraction to pull the customer 
in and help sell him once he is inside the door 

The Nu-Way is activity that the 


can see. As he comes in the door, in front of him is an 


answel customer! 


VOLUME IS INCREASED in fur 
cleaning and repair department 
by window view of operations 
and garment disploy 
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attractive low counter. Over it he gets a full view of 
the finishing room with a panoramic 50 feet of activity 

The garments go immediately 
neat cart kept just behind the counter. Beyond can be 
seen the marking-in desk, the repair department, the 
silk and wool finishing units and ready-garment storage 

The walls and ceiling are kept freshly painted, with 
all colors harmonizing 


customer s mto a 


Garments are even shifted on 











Drive-In Must’s Come First 


The Nu-Way Cleaners plant has the preferred 
corner location. It's four blocks from the down- 
town center but not in a shopping center 

With a 50-foot front. the building extends 
hack 110 feet with an SO-foot “L.” at the rear. The 
front of the building is set back 25 feet from the 
sicle walk The curb allowance IS 25 feet at the 
) 


corner, and 25 feet plus an alleyway at the exit 





es ow ee 


There is front curb parking for three cars, while 
the drive-in lot will handle four or five drive- 
through cars while still allowing parking of two 
cars. 

“Space for four cars on the lot,” says Mr. 
Christensen, “with permanent parking for one 
or two additional cars, is ample. Too much 
space on the lot breeds overparking just as too 
many seats in a restaurant mean longer service 
time and often smaller volume.” 








the racks to get the best color effect. Slickracks are of 


Monel 


At the right of the call office, the customer sees the 


fur cleaning and repair department through a plate 
glass window over a glass-brick partition. Here several 
attractive coats and fur pieces are kept on display 

lo the left, the customer can look through a similar 
plate-glass window over a glass-brick partition. Behind 
this window is the owner's office. From here Mr. Chris 
tensen has a full view of the store, the finishing de 
partment, and the fur servicing section. More important, 
the customer can see him! 
belief,” Mr. Christensen says, “that cus 
tomers like to have the owner or manager on hand 
where thes can see him and where he Is easily available 


It is my 


when needed, His first job is serving his customers, not 
repairing an extractor o1 replacing a faulty trap 


Mr. Christensen’s theories of drive-in operation have 


worked well in practice. When he built the drive-in in 
1947 his volume immediately increased 25 to 30 per 


cent. There has since been a slow but steady increase 

Nu-Way is not exclusively a drive-in operation. 
About one-third of the plant volume is drop-in business, 
a proportion that has held fairly constant since the 
drive-in was opened. However, route volume has in- 
creased at the same time and at about the same rate. 

In Mr. Christensen’s opinion, the drive-in facility 
is partly responsible for increasing route volume, The 
drive-in convenience brings the new customer. then he 
is held by the convenience of the route service or a 
combination of route and drive-in. 

In his entire setup, Mr. Christensen says, there is 
just one change he would make if he were doing it 
again. He would put his storage vault door in the call 
office or fur repair room where it could be seen by 
customers both inside and from the drive-in lot. This 
change, he feels, would be cheap advertising for the 
fur storage department. It would also add considerably 
to the over-all picture the customer gets as he comes 
in the front door. # # 


OWNER CAN SEE and be seen 
through glass window of of 
fice; customers know he is there 
when needed 
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Patents pending 
for process 
and apparatus 


’ 
athous ANMAE 


The following 10 pages of this magazine are devoted to 
a select group of plantowners who have helped to make dry cleaning history 


by being among the first to use conductivity control. 
And there’s a thousand other cleaners like these! 


Over a thousand of STREET’S CONDUCTIVITY CONTROL UNITS are in actual use 
as this message is written in October of 1953, 


most of which have stood the test of a hot, humid summer. 


Another thousand orders are in process, and installations of the second thousand 


will be completed before Christmas. 


Within one short year from the time STREET’s made public announcement 
of its invention, 2,000 alert plantowners will have benefited from the use 


of this revolutionary electronic process for which patents are pending. 


The next generation will point to 1953 as the year when drycleaners learned 


the art of ‘“Perspiration Removal Without Wrinkling.” 


If the following pages excite your interest, write to STREET'S 
for their new 56-page brochure which offers detailed information on the theory 
of conductivity as well as illustration and description 


of the electronic apparatus itself. 


For November, 1953 


riting to advertisers please mention The NATIONAL CLEANER & DYER 















967% 


pass-ups 


Big savings 
in productive 
labor 


reLerrore ve 


No wrinkling, 
regardless of 
relative humidity 


joney » 
Cc jean 
-ojvent 


sincerely» | { 
Ji pore? ee aoe 


is Sanders» 
president 


Morr 








Ca 


11S SOUTH OGAGE 
INDEPENDENCE. MISSOURI! 


PHONE INDEP 3343 


The Independence Laundry September 8, 1953 
& Cleaning Co. is one of the 
most frequently visited plants —— 
in the Kansas City area. = os Company 
Its able leader, Harry Stewart, Chicago, Illinois 
was quick to visualize the 


possibilities in the two-bath 


Dear Mr. Warren 


About eighteen month gO, we installed a 
method, and as a result Butler Washer Extractor and 4% 886, and thought we 
ordered one of the first had reached the end of the road in quality dry cleaning 

However, since the installation of your 
conductivity control by Mr. Jack Stephens, we have 
Read Mr. Stewart’s letter experienced an unbelievable improvement 


Butler washer-extractors. 


to learn how much the addition The uniformity of load after load, the 


’ es complete absence of wrinkle a further decrease in 
of Street’s Conductivity a 


wet cleaning and the ease with which the work moves 


Control Unit contributes through our finishing department, to say nothing of 
a i reduction in overall costs, prompts us to believe that 
to the efficiency of this your conductivity control and the 2-bath 4% 886 


method of dry cleaning is the biggest advancement 


modern cleaning room. 
made in our industry 


In closing, we cannot praise you too highly 
for the "know how" and efficient way with which your 
field man, Mr. Jack Stephens, has brought about these 
wonderful changes in our plant 


Very truly yours, 
Act Oza f- 
H. C. STEWART, MANAGER 


INDEPENDENCE LAUNDRY & CLEANING COMPANY 


... your conductivity control 
and the 2-bath 4% 886 
method of dry cleaning is 


the biggest advancement 


R.R. STREET & CO., INC. 


561) W. Monroe St, 


made in our industry." 


Chicago 6, U.S.A . 


Copyright 1953 $886-70 








ter installation 
, of his fifth 


conductivity unit... 


R.R, STREET & CO., INC [ 


ad Johnny Brittain says: 





= ee 
7 SOUTH GARFIELD AVE 


Paul Warren 
Company 
Monroe Street 
llinots 


Werren: 


This letter is in th 


1@ “form of 
Shnical skepticg" 


thet ®8sembledg 

Vity contro) uni 
Sclentious 
but Iw 


+ (Now hes 
» but not least, 


here at Park Clesners were 
Clothes, we hed been on 4g 
We didn't know 8dout 

ting results thet Surpessed be 


pretty coc 
beth 
18dn't 


unit, oy h, 
besutiful @nd Consistan: 
It is » Frest » 
rtunity f¢ 
relatior 
Cleans, 


Gvancement for 
© @very Plent Owner ¢ 
by offering 


the dry 


40n e9 


—MONTER E 


yours truly, 


shine, } 
Our other four insts) 


ree ster 
ant quality With 
8h angle 


Y PARK, Car 


September 9, 1953 


for it “8S @ grou, 
for the ins 
1 


4nother 
19 two 64 Pros- 


KY about Our abilit 
System for Over 
been told, 


Scratching 
Concerned, 
to our hit 
©lassificatior, 
unit Without 
for the inste)- 
» but oners 
trol y it re j 
e istancy 
@ poor Weter 
Conduc- 
4lts 


& industry 8nd an 
forward in 
very 
reduce 
© in the 
thanks to 


the 
Siler ang m 


ore Profitan) 


Sincerely, 


Sacra. 











Conductivity control in one of New England’s finest plants 


BATTISTON 
_DRY CLEANING SERVICE 


Exceptionally D. Sine Cleaning 
565 New Park Avenvae - West HanTrono 10, Conn. 


Telephone: 33-121) 
August 8, 1955 


Paul Warren 


- — al 
Sik Gs. arenes Benet Ey mg had be 


Chicezgo 6, Illinois . 
Dear Mr. Warren, fe) Short 

May I express my eppreciation to R.R. Street & Co. for having th years a 
installed their new moisture control unit in our plant. at By wou] 

I have elweys fel t that dry cleening should be dry cleaning to. | 

and not wet cleen ng in @ dry cleaning wesher. is amezing 24) al 

and gretifying see ell these years, to be eble to remove Tou h 
water ee me soil in the dry cleaning washer, with out dis- s : &. ’ 
torting the appearance of garments. The conductivity unit umme 
has accomplished this with complete setisfaction. ~ 
If I had been told, two short years ago, that I would be able wi th half 


to go through a summer such as this with helf of one percent 
wet cleening, I would have believed it impossible. 


savings in labor cost, through the use of the 4% cherge and Percent 4 t 

conductivity unit are reflected throughout the entire plent, : e 

cially in the spotting and finishing depertments. I estimete L' fe) 
these sevings will more then pey for our new wesher ex- 

tor cleaning equipment. 


Stance end cooperetion at ell timess shea impossi ble." 
. 


cooperetion ell 





Continue to raise the art of dry cleaning to 


Sincerely Yours, 
Bettiston Dry Cleening Service 


ene g fo attiler 
"Shee J. Be 


ttiston 


Member of National Institute of Dyers and Cleaners 
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Milwaukee's famous Spic & Span Cleaners report 


on Street’s Conductivity Control 


Ed Willer wrttes: 


The ‘research 


bugs’ have now been eliminated and the 
dry cleaner who is progressive minded, has the 
EYokrs-beltcle(-Me) at- Were) ssh ol-be-1ehd-) hiae-)beeh o)(-Meber-ie-¥el-Laleyel 
to by-pass his old method with its many stages 
of lack of uniform results, now that the 


conductivity controls ‘are here’.’ 


Spic- 


7 arte 
t¢4 Clea . 
oe" 


ave 
O Sront ano prant ere t NORT™ 


s Warren, Preetdent, 
treet * 
- 8 roe Street ’ 


BPANy 


eyeten oper 
age with our ext 


t o exP 
e one of the riest *S, 
eh we rag bath 67 
e wel 


aitt 
» th 
einee and t 


: 4 
tere e < 

= . 4, the ad vantege al 
research | inae a. 4 methe : 
who te proares® 4 to by- ~pace bh that the © 
sinple inetaliat ¢ aif re resulte, 

¢ ack . 

tages oft 

’ role “are 


ive @) ol 


now 


here." 


4 thre 
+ 
juet pase 


it wou 
18 ~ ae a ar 
E the *kd xe" = ef 00 seret 
1 ' 

,¢ our co 


yaentel ly, 

1 

© expressing grec 
vk ine 1 mer 
he aseured develor 


teal 
ite further 


tect 


seat pere 


syaielly Y 


j" AN 


31 muUWwAUKEE 


the swoet 
the 4° 


) 20- 


miller, 


euto- 
Y 


“LE FANERS 


Rix — 


preeides at. > 


The entrance into Milwaukee some years ago 

by Spic and Span’s Ed Miller and his colleague, 
Harry Plous, was almost as spectacular as 1953's 
Milwaukee invasion by the former Boston Braves 
Pioneering in every new technical development 
that would produce finer quality ¢ 
and better service to the customer 

Spic and Span has consistently backed it up 
with alert merchandising 

This meticulous attention to cleaning 

room operations complemented 


leaning 


by a skillfully conducted program 

of advertising, sales promotion and 
public relations has resulted in 
spiralling sales. Today Spic and Span, 
Wisconsin's largest dry cleaner 

is among the nation’s leaders 
Throughout the years, Spic and Span 
has been in the forefront, supporting 
all worthy research projects 

which might benefit the industry 
Coming from a plant with this 
background, the accompanying 
endorsement of conductivity 

control should be of unusual 

interest to all operators 

of conventional petroleum 
equipment. 


56!) W. Monroe St, Chicoge 6, USA 
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3200 ross ave 
Darras ' 
pruowt ur 


September &. B93 3 


Mr. Paul V- darren 
561 dest Monroe street 
cnicae? & riiinots 


Dear ™r- Warren. 
It is sel re ose » in tne service 
qnaustry and et ye in aetercent 
de, nere nourn & think t k. 5 s done such 
» e née : that you should 


when you 
qt in 


matic 

avie %° giv? com 

Using * LG solutions we 

materially: Our entire 
y 


mach YY your efforts: 


Copaially yours, 
SS eS Wok wy 


Vernet? Slater 


p.s. Tris may ve quoted: 


yBs/cl 





One of the largest top-quality plants in St Louis 
reports on Street’s Conductivity Control 


In May of 1953, 

after recognizing the 

tremendous possibilities in 
the two-bath method, 

Mr. Diener provided 

for a volatile rinse 

following the 49% of 886 
through the installation 

of Street's extractor-rinse 
apparatus. The addition of 
three of Street's 
Conductivity Control Units then 
produced uniformity from 
batch to batch never before 


considered possible. 


Copyright 1953 Saa6.a5 


Na- Way Cleaners 


QUALITY ORY CLEANING 








All Wool ae Methproofed 


Pacsichaing mm Slip é leven, Drapes and Frars 





St. Louis 5, Mo. ce CAbeny 0800 


Sept. ll, 1953. 


210 S. Hanley Road “* 


Ur. C.B. Kasson, 
ReR. Street & Co., 
561 W. Monroe St., 
Chicago, Ill. 


Dear Kass: 

As you undoubtedly know we were changed over to 4 & Strong Séap 
solution last May, and I want you to know the results we have obtained in 
our plant. 


Qur dollar volume averages $7000.00 per week through the year 
and we have made very substanial savings in every Vept. 


Our pass ups in wool and silks are up over 2008.* Our silk re- 
runs are just 10% of what they formerly were. 


We cannot even keep our 1 wet washer busy so we have him doing 


wall boards and furniture cleaning. We have eliminated a spotter and 
our silk finishing cost is down 18% due to less wet cleaning. 


Your automatic conductivity controls elimates all guess work 
as far as moisture is concerned and honestly in my 25 years experience in 
the dry cleaning business I did not think it possible to turn out such 


beautiful dry cleaning. 


1 sincerly want to thank Harvey Pritchard for spending his time 
in the chemical room until he was sure the operation was correct, and I 
heartily adese your 686 soap to every plant in tom. 
ardor 


Sincerly yours, 





161 W. Monroe St, Chicago 6 USA 
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The Woodlawn Cleaners is 
recognized as one of the 
THE 


outstanding retail plants in 

the Chicago district, quam a alee 

Under the able management — ~— 
of brothers Leo and Bill . eatin 


Kushner, this plant, which PHONE BApor 1 170 
Operates two large 300# 1008 © MARQUETTE ROAD 


6028 COMMERCIAL AVE 


W ashex combination washer- 1294 ©. 6304 STREET 


1720 & 7oum STREET 


extractors, was among the 2702 ©. 894 STREET 


168 W. 103-4 STREET 


first to install a booster 2319 & Ostm STREET 


fan f 
or tumblers; filtered gir pe yg 


for tumblers; automatic Chicago 6, Tilinois 
temperature controls for | 
tumblers; solvent coolers; 

Dear Bill: 


automatic air 

relea 
a valves We are now ready to order our second conductivity 
unit, so arrange for the installation as soon as possible. 


for filters; automatic timers 

Has ite pe oa After using the first unit during an exceptionally 
improvements to make as the Heqheses BORUAG te Shsvedusing GEGSE be a GEO: 
Woodlawn's cleaning room 


modern in every respect. er 
effic 















CHICAGO 48, ILLINOIS 


September 16, 1953 


As you know, when we started the two-bath method 
in August of 1951, using 4#@ of 886 with a separate rinse, 
felt that we had made a decided improvement in the 
iency of our cleaning-room operation. 


electrical control we 


Now, with your automatic 
to load, 


have the added advantage of uniformity from load 
regardless of temperature or relative humidity. 


to recommend your conductivity 


I would be pleased 
in the cleaning business. 


control to any of my friends 


Yours very truly, 
ee CLEANERS & DYERS, ING 


xe [lure mt 


Leo Kushner 






VW 


s ‘we Py convinced that this device Jives us th 
quired safety in introducing water to our syste ; Be 
m. 


' 


R.R. STREET & CO., INC. y/ \ 


Copyright 1953 


vity control 


17 separate plants 
under one management, 
fe) ol -igehilale Mm Am BY -s 10-5 
tilelasllat-t Re] Maelala-tai-ve 
CoM a Told ololismelite| 

all equipped with 
STREET'S CONDUCTIVITY 
CONTROL UNITS. 


darren 
street 
Monroe 
Ill. 


, 
Dear Mr. darren? 
descri 


trite, I can be 
"this is it’ 


n omewhnet 
one phrase 


inding 
‘ontrol with only 


risk of $ 


At the 
onductivity 


treet’ 
As you know, we have been as ing "826" two bath cleaning in 
seventeen of ir “all under one roof" package plants for many 
months now. experience coupled with the aid of Lin Giddings 
had provided us with what y satisfactory 
rocedure, in fact, it was first automatic 
-onductivity ntrol was ins we really came to 
realize how futile our be t moisture control hav 


been. 


Our 
appeared to 
not until our 
talled that 
efforts toward 


We now have seventeen of our package plants using Street's 
automatic conductivity sontrol. We want you to know without 
exception this has been enthusiastically received by all o 
cleaners, and ranks 4s one of the outstanding {mprovements in 
the dary cleaning «industry. 
our research 


to be congratulated on y 
orsement, should 


f this letter as an end 
feel free to do 30+ 


You and your staff are 
jevelopm ents. 
be desired by 


Tf 


you, please 


Very ¢ruly you 


Lt + 


andre Gelpt 
President 


561 W. Monroe St. 
Chicago 6, U.S.A. 


$886-53 
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SHIRT LAUNDERING FOR THE DRYCLEANER, PART Iil 








COMPLETE SHIRT LAUNDRY in drycleaning plant owned by Larry Brandes of Westport, Connecticut, occupies 10-by-25-foot area. Equipment con 


sists of two 25-pound washers 
table also serves as the assembly and wrapping station 


a 20-inch extractor and a 2-girl, three-press shirt finishing unit 


Shirts are machine-marked and the marking 


Metal table located near washers is used for wetcleaning 


Layout and Equipment 


Selection and placement based on plant 


workflow, production and quality wanted 


by HENRY MOZDZER 


LAST MONTH we discussed the preliminary planning 
and basic rules for establishing efficient workHow and 
balanced production in the drycleaner’s proposed shirt 
laundry. In this chapter we will cover specific items of 
equipment which make up the shirt laundry and, where 
possible, indicate their relative position to each other 
Following the work through the plant in 
we begin in 


in the plant 


rhorih il secu nee 


The Marking Department 


Phe marking department should be located as close 
is possible to the greatest source of work. If most of the 
work comes in over the front counter, then the mark 
ing area should logically be situated between the store 
ind the washers. By the same token, if the operation ts 
heavily pickup-and-delivery and the work is brought 
other than the front office, then the 
marking area should be between the washers and the 
unloading zone. In this way the task of carrying the 
work W ill he lesse ned and the marking process spec ded 


i somewhere 
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A table serves as the basic unit of equipment for 
this department. Its height and size will depend some- 
what on the marking system employed 

There are two basic methods of identifving soiled 
laundry: full identification and partial identification. 
Described briefly, in the former each and every shirt is 
marked, In the latter, shirts are identified only by 
groups. For the small shirt laundry, where the average 
customer turns in only a few shirts a week, the full 
identification is deemed best since fewer mistakes are 
likely to result. 

Here are some of the common systems used to keep 
track of customers’ items: 

Key-bar system: Provides specially constructed pins 
having a metal extension which is cut out so that the 
pins will slide on to the one and only bar reserved for a 
given bundle. There are approximately 50 such pins on 
each bar, each pin bearing the same number. This sys- 
tem helps to prevent mixups in assembling orders be- 
cause of the keyhole arrangement which prevents slid- 
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Nationwide Contest 
Draws Hundreds of Entries 


O° as 
Dre Pantex Hydro-Air Power Unit, as 
described in a paper by Frank Lornitzo, 
Pantex Development Engineer, took top 
honors recently in a nation-wide contest 
sponsored by APPLIED HYDRAULICS. 
The contest was open to all phases of 
both hydraulic and pneumatic compo- 
nents, systems, and assemblies and even 
included not only design and application 


but maintenance as well. 


Winner Announced October Ist 

The title of the winning paper by Pantex 
was “New Hydro-Air Power Unit Offers 
More Speed, Force, Control” and it cov- 
ered, in complete detail, all the advan- 
tages of a press that was equipped with 
the new Hydro-Air Power Unit. That 
Pantex was awarded First Prize in a con- 
test that included practically every type 
of equipment that could utilize either 
hydraulic or pneumatic power is not only 
an outstanding tribute to Pantex engi- 
neering but definite recognition of the 
type of advanced design and successful 
operation that has made Pantex an 
acknowledged leader in both laundry and 
drycleaning presses. 

New Hydro-Air Power Unit 

Sweeping Allied Industries 

Latest sales figures give definite proof 
that shop performance of the new Hydro- 
Air Power Unit justifies the judges’ 
opinion also. Wherever speed, quality 
finished drycleaning and fast, easy oper- 
ation are important in new press pur- 
chases, the new Pantex Hydro-Air Press 
is being given first consideration. 
Complete details of the new 

Pantex Hydro-Air Drycleaning Press 
are available on direct request 

to Pantex or any Pantex Regional 
Office or Distributor. 





my a pin from one order on to the bar for another order. 
This system can be used for full or partial identification 


Ultraviolet: A 
with 
violet-ray 


method of s:nachine-star iping indi- 
ik invisible in normal lighting, but 
It is used solely for full identi 


vidual preces 
visible under 
fication 
Provides a canvas ray ol 
which are inserted large 
number. It is used fo 
netted after 
washet 


Pin-and-net 
with 
bearing the 
whit h are 


system 
curries vrommets 


pins, each sure 
classification 
and extractor 


plants make a practice of netting all 


identifving items 


lo prevent excessive wear m 
operation om 
loads 

Clip system: A method of full identification in which 
a metal chp bearing a number is attached by machine 
to each piece in the order. These « lips must be removed 
at assembly by special machine 

Premarked tags: A method of full identification em 
ploying numbered, water-resistant tags which are 
stapled to individual items 

Machine mark: Full identification in 
is stamped with a number assigned to the cus 
tomer. This is done by machine in indelible ink 

Pen-and-ink mark: Perhaps the basic method of 
identification. Is the same as machine mark except that 


marking is done by hand with pen and ink 


whic h CaCl) 


prece 


As the items are marked, the operator also separates 
them into various classifications. There are three classi 
fications used by most shirt laundries: starch, no-starch 
They are best separated by netting in 
different colored nets. Hence, the marking department 
should be provided with an adequate supply of these 
Once the marked they are 
moved to 


and fugitives 


shirts are and classified 


The Washroom 


The washroom should be located close by the identi 
fication department and not too far from the power 
plant so that hot- and cold-water pipes, steam and 
power connections may be installed at low But 
srifhic rent space should be allowed between equipment 
to facilitate maintenance. Attention should 
also be given to the removal of waste water, making 
sure that the outlets to the sewer are large enough for 
proper drainage 

The types of washers are too numerous to be given 
individual here. Broadly speaking they 
side-loaded. Both types 
used by the industry and both have their advantages as 
well as disadvantages 

The most popular type in small shirt laundry opera 
tions seems to be the open end model These are gen 
erally equipped with a glass door which makes a visual 
check on the progress of the work possible, Another 
and perhaps more legitimate reason for their wide use 
is the fact that they are available in smaller sizes than 
ure the side loading washers 


cost. 


and walls 


consideration 


are either end-loaded or are 


Among the more specific factors to eonsider in se 
lecting a of loading and unloading 
rapidity of filling and dumping, and the amount of labor 
required to control and add supplies 

Laundry machinery have developed 
some excellent mechanical devices for washroom con 
trol. These automatic 
water levels, rinse, regulate temperatures, discharge 
An additional investment 
in these controls can save labor, time and supplies, and 


washer are: ease 


companies 
systems mix supplies, control 
and complete washer evcles 


You may have to choose between such 
controls and tying up an operater full time in the wash 


eliminate errors 


room 
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Washers are equipped with reversing motors for at 
least two reasons. Reversing the rotation increases agi- 
tation and prevents tangling the contents of the wheel. 

The size and type of washer you select will depend 
on the amount of work to be done and the way it is to 
be handled. Since, as we have mentioned earlier, sepa- 
ration is made between white and fugitive items some 
cleaners prefer to have two small washers on hand— 
one for each classification. Others get by with one, sav- 
ing the fugitives for the final run of the day or, if there 
are many of them, at frequent intervals during the day 


Open-End Washers 
Manufacturers’ rated capacity in dry pounas of clothes 


Diam 
of Lenath or Depin of Wheel 
Wheel ~ ¥6" 08” 20" 22” 24” 25° 26” 26” 32 


20 15 

22 25 
27 

28 

3 

32 

34 

36 

42 


An advantage of two washers is that the work can 
be staggered. One washer may be kept in operation 
while the other is being loaded or unloaded. 

Where space is at a premium, twin-cylinder washers 
may be obtained. The cylinders can be operated sepa- 
rately or together as desired. The work load is the same 
as for two individual washers of the same size. But 
since the twin cylinders are mounted side by side on a 
single base, the unit is less expensive and occupies less 
floor space. 

Once the washing cycle is completed, the shirts are 
moved to the extractor. The extractor should therefore 
be located close by the washer unit. 

Extractors come in various sizes and are measured 
by their basket diameter. Basket speeds are computed 
in revolutions per minute. Generally speaking, the 
smaller the load, the more revolutions and the faster 
the drying cycle. An efficient extractor should remove 
roughly 70 percent of the water in the load. You can 
check this by weighing the load before and after ex- 
traction. When the amount of moisture retained in the 
load reaches 50 percent of the load’s dry weight, it is no 
longer economically feasible to continue the extracting 
operation. 

Here are some points to watch for when extractor 
installation is being made: 

1. Adequate provision should be made for the drain- 
age of waste water. 

2. The extractor should be level in all directions and 
should be bolted to the floor. Shim if necessary. 

3. Many mechanics do not realize that an extractor 
motor draws very high current for extended periods of 
time during starting. It is therefore necessary to use 
much larger wire and line fuses than on average motor 
appliances. If the supply line is to be run more than 50 
feet, use the next larger wire size. 

4. If the extractor is installed on a wooden or com- 
posite floor, an electrical ground is mandatory. Run a 
ground wire frorn the lug on the motor to a steam or 
water pipe and attach with a grounding strap. 

[The above should not be confused with the static 
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Available in 8 models to 
deliver from 50 to 1000 
gallons of solvent per 
hour at low cost. Detach 
ond mail card for full 
specifications and prices 
on the OLSON VACUUM 
STILL best suited for 


your requirements. 





Two More Reasons Why 
Olson Is Your oon Buy! 


about an old favorite! 


Why today, more than ever, 


you need the fast, heavy-duty 
reclamation of an 





VACUUM STILL! 


The “Charged” process is here—and with 
it new demands for faster, more frequent and 
more efficient distillation. 


Will your present Still be able to meet this 
challenge and fit into the pace of things .. . 
or will it clog and stall the entire system? 


If it’s an OLSON STILL you have nothing to 
worry about. Designed with the foresight that’s an 
OLSON trade-mark, here is a still that is big enough 
to handle the heaviest loads of residue—without 
trouble. Here is a Still that is built tall to prevent 
boiling over . . . with a large expansion chamber to 
prevent impurities from going over with the 
vapor. Here is a Still that requires surprisingly little 
floor space and is self operating. 


Compare OLSON with any Still made . . . not 
only in capacity per hour, but in all important 
statistics such as height, floor space, weight, etc. 
Judge for yourself which Still has ALL the 
requirements to do a “man’s size” job of 
distillation in your plant . . . and you'll choose 
an OLSON! 


SEND FOR FULL FACTS ABOUT 
OLSON STiLLs 


oa HEATER Olson Filtration Engineers, Inc 

PRE-HEATER uses 1624 No. Kilbourn Ave., Chicago 39, Ill 
to 

outgoing vapors 

raise solvent —— 

ture (saving steam). 

= f one 0 Send full information and prices on 

they 

vapors before 

reach the condensor 

(saving water)! 
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OLSON TUBULAR SCREEN FILTERS 


e Removable HE AT- 
ING ELEMENT does 
a remarkable heating job 
_ slides out easily for 
inspection and cleaning. 








State 





WHEN YOU INSTALL AN 
TUBULAR SCREEN FILTER 


is the filtering process progresses 
reducing pressure build ups and in 
creasing the cycle duration. Then too, 
mainutes because of the uniform, “straight 
without mess) through” openings of the OLSON 


iehe of the screen all filtering is done on the 


fact that OLSON Tubular Screen SURFACE of the screen where the 


hilters also do a dependable, mor filter aid and dirt can be dislodged 
filtration Whether IN SECONDS! 
Chur ( mM ' . 
arged fem Further examination of the OLSON 


nt 1 th | 
we CHEE reen bilcer wall convines 


- = the one, fine durable 
ned to save you time, 

this uncqualled per ro | nd money! Mail the card 
mit OLSON, and only on the reverse side for full informa 


nds its filtering surface tron 


TUBULAR Fe: CONE-TYPE 

SCREENS ; SLUDGE 

. . » Specially con- REMOVER 

structed, suspension .. « Special agi- 

mounted screens with | tater leseens mud 

UP-FLOW circulation as BACKWASHING forces it out the 
produce virtually cone. The cleaning-out process is done 


BLIND-PROOF in 2 or 3 minutes without emptying 
operation. the filter. 





Available in 7 sizes to 
deliver from 1000 to 10,000 
gallons per hour. 
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OLSON FILTRATION ENGINEERS, INC. 
Chicago 39, Ill. 


1624 N. Kilbourn Ave., 1624 No. Kilbourn Ave., Chicago 39, Ill. 





Extractors 


**Dry 
Load 


"RPM Pounds 


1600-1750 
1500-1700 
1300-1650 
1200-1600 
1100-1400 
1000—1320 


” Approximate R.P_M. of similar size extractors of different manu 


facturers vary 
* Manufacturer's rated capacity 


grounding device with which drycleaning extractors are 
equipped. The static grounding device merely grounds 
the basket and spindle to the rest of the machine, so 
that any static electricity generated will be dissipated to 
the rest of the machine, and thus grounded to the floor 
lf a short circuit developed in an extractor mounted to 
a wooden floor, the charge would not be completely 
grounded until touched by an operator. It is much 
satet and very easy to ground the machine beforehand 
-Eprror | 

High washroom costs cannot always be blamed on 
equipment. But washroom control and lack of 
coordinated schedules can be held to account. So get 
the right kind and size of equipment and then develop 
a system to make it work effectively. 

Most shirt laundry package units do not include a 
tumbler. Some 
they 


pe OT 


however, bec ause 


removing 


them 
essential in 


cleaners use 


claim tumbling is EXCESS 


water from and properly conditioning flannel, wool and 
synthetic sport shirts. None of these, they claim, can be 


ironed directly from the extractor without becoming 
stiff and boardy. And improper extraction and no tum 
bling, they say, is another reason for not obtaining 
proper time at the presses. Other cleaners have trained 
their finishing operators to leave shirts made of these 
materials until last and have reported good results. The 
volume of shirts made of the aforementioned materials 
that come into you plant will affect yvour decision one 
way or the other. 

Tumblers are either or steam-heated and are 
available in either separate or twin units. The tumbles 
should be located near the extractor and exhaust ducts 
should be vented to the outside. If possible, dampers 
should be provided to prevent steam coils from freezing 
in cold weather 

It might also be well to mention here that coils 
exhaust ducts and lint traps should be cleaned at regu 
lar intervals to reduce the fire hazard. And it’s wise to 
check the blades of exhaust fans occasionally. If a blade 
is out of line, it could rub against the housing and cause 
a spark, which could easily ignite lint 

A starch cooker rounds out the washroom equip 
ment. This should be located in the proximity of the 
washer if starching is to be done in the wheel. Most 
cleaners use only the starch or no-starch classifications 


as 


rather than bother with separate containers for inter 
Actually 


cooked in almost any container but it is usually 


mediate degrees of starching starch can be 
found 
convenient to use the cooker 


i later chapter 


and 
this in 


to be neater 
More about 


come to 


more 


Moving on, we 
The Finishing Department 


Ideally, the finishing department should be located 
in the coolest part of the plant that is. awav from the 
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side of the building which the sun ordinarily heats dui 
ing the day. This, of course, is not always practical. The 
availability of space, present layout, and the location of 
the building itself must be considered first 

The important thing is to place the finishing equip 
ment so that adequate ventilation can be provided, Try 
to avoid dead-air por kets. Too many cleaners ignore 
the fact that blank corners are notorious for trapping 
dead air. If it’s absolutely necessary to put a unit in such 
a location place a fan there to keep the air in motion 
Tests have proved that air in motion feels cooler than 
stagnant air of the same temperature. But avoid the 
other extreme. Many operators would rather have no ait 
than be subjected to a steady draft 





TYPICAL FINISHING 
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BLOCKS INDICATE presses and their function in each unit. Innumerable 
combinations can be made by either adding or subtracting operators or 
equipment. For The first 


four-press 


example 2-girl three-press unit can readily 


be converted to o unit by adding either a two-lay sleeve 


press or a one-lay sleeve cabinet 


Pressing equipment comes in just about as many 
SIZES, shapes and varieties as the girls who operate it 
And each has its adherents who prefer it for one reason 
Why don't they build just one machine? 
Well, as one equipment manufacturer puts it 

“It might be possible to design one machine which 
would completely iron all portions of a shirt at one 
operation but very likely such a machine would, in the 
first place, be very complicated and expensive, espe 
cially if it were required that all sizes of shirts be 


or another 


finished on the One mae hine and also if complete over 
lap ironing on all portions of the garment was a must 
The general trend in design of shirt finishing units is 
to reduce the number of lays required while at the 
same time simplify ing these lays 
A complete report of the 
disadvantages of 2 } 


various advantages and 
j-virl shirt 
could be expanded to fill a small book 


and finishing units 
The most important points to remember when pur 
How much work can 
the unit be expected to produce > (b) What is the qual 
itv of the work? Will extra time be required for touch 


ups? (¢) Can the unit be 


chasing this equipment are: (a 


enlarged with minor change 


Continued on page 9 
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© & customers are 


finest dry cleaners in Ameri 
RECOGNIZED AS THE Fl 
CLEANER IN YOUR CIT 


The chances are the cleaner who is doi 


quality job and making the most mone 
investment is the cleaner who is not o 
products today but has used them thr 
his business. Adco’s enviable positio 
world’s finest dry cleaning products 
ADCO’S FACTORY to the world’s fine 

come about through 46 years of ma 


highest peak of quality, rather the 


TORY-FRESH PRODUCTS DIRECT TO Y¢ 
DOLLARS OF QUALITY IN EVERY BARK 





VERY IMPORTANT! 


Check with your Adco field tech- 






nician for the very latest method 
of recording SOLVENT HUMIDITY 
in conjunction with automatic 
SOLVENT TEMPERATURE CONTROL 
... the answer to TOP QUALITY 
CLEANING every load! 














QUALITY: INTEGRITY 





Process. 

world’s most 

system method of clet 

can be used in any percentage from 'A% 


to 4%. To have one of Adco’s 52 trained 









NEW LIGHT-COLORED 


DRI-SHEEN 
PROCESS 
Food, tor Fabrics 





drycleaning engineers demonstrate the Dri-Sheen Process in your own plant 








*Courtesy of Scruggs Va 
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Some believe also that quality 1S subject to geo 
graphical differences. Yet others who travel to all parts 
of the country and visit hundreds of plants are likely to 
contess that, in general, shirts are shirts and look pretty 
Tritic hi the Same everywhe re 

We can only add that your customer will be the final 
Every effort should be made to give him a little 
quality Wise wise, than he expects or 
than he gets at other shirt laundering plants 

Customers are understandably aggrieved when their 
back torn or lacking buttons. There will be 
oversights but the cleaner should do his ut- 
Actually, very 
few shirts require extensive repairs. The few that do can 
be sent to the drycleaning repair department 


inde 


more and service 


shirts come 
inevitable 
most to limit these gripes to a minimum. 


A button-sewing machine is 
often incorporated into the fin 
ishing unit to replace missing 
buttons quickly. It is a simple 
operation and does not upset the 
tempo of the unit excessively. 
The cuff and bosom press oper 
usually with 


ators are charged 


this function 
As the shirts are 
are passed to the folder. 


finished they 
( The 
volume of shirts handled will de 
termine whether an additional 
investment should be made in an 
folding table.) Once 
folded and inspected the shirts 


are moved to 


automatic 


The Assembly Department 


The assembly department 
sorts and wraps shirts in individ 
ual customer bundles. It should 
be located near the area 
from which work will finally be 
removed from the plant. Equip 
ment here will consist of a wrap 
ping table and an adequate num 
ber of sorting bins. The bins may 
be either wood or metal. Which 
ever type is used they should be 
kept clean to prevent possible 
soiling of finished shirts. Wire 


storage 
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6 Tags to the strip - 1,000 Strips to the Box 
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PRE- MARKED STRIP TAG C 


Calif... 


$350 Box (colors) $330 Box (white) 


~ TOKEN TAGS (oe S0esn 
Hw ZO) -Separate instructions 
Let TOKEN TAGS do it night-the first time! 


3232 India, San Diego, 
P. O. Box 2430 


racks are often favored, since 
they collect only a_ negligible 
amount of dust. Should vou de 
make certain that 
the metal used is not of the tvpe 
that will rust readily 


It should, of 
derstood that no two plants are 
exactly alike. What may be de 
scribed here as an ideal arrange 
ment may not be practical in 
vour plant under actual working 
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In next month's installment 
we will discuss washing proce- 


dures. —Eprror 
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PENTHOUSE and ventilation 
ducts are all that show above 
ground. Chimney affairs at rear 
(height was stipulated by state 
law) are connected to vacuum 
table and cleaning drum 


New Fur Vault on Main Line 


Heavy advertising push gets new sideline 
off,to fast start, protects big investment 


by PHIL GREENE 


THE PEOPLE SEEMED to be just waiting for it,” is Except for one other small vault, Talone’s is the 
how Michael Letteriello described customer reaction only vault and tur workroom in the Main Line section, 
to A. Talone’s spanking new fur vault in Ardmore, which extends trom Philadelphia to Paoli, some 25 or 30 
I've never seen anything like it. Just miles to the west. The towns along this route are the 
today we got five orders for remodeling, and the furriers cream of Philadelphia's suburbs, and certainly repre 
in Philacke Iphia ire sitting around playing cards sented a fertile market for a fur storage installation. 

Mike is ‘Talone’s furrier. and his enthusiasm is Andy Talone figured that most of the Main Line fu 


Pennsvivania 


hared by Andrew Talone, senior partner in the long 
established drycleaning firm. The vault’s capacity is 
7,000 coats, and it was finished on April 10. In its first 
spring and summer season 2.500 coats came in, or a lit 
tle better than a third of the vault’s capacity. This is an 
excellent showing, ¢ spe ially when vou consider that 
pring promotion could not be started until the vault 


was finished 


Fills Local Demand 


Palone’s had been accepting storage work and farm 
fit out for 5S years, but until property became avail 
ible in June 1952 there had hardly been room for the 
rowimne adrve leaning (oye ration much le SS al vault Phe 
lalone plant and store ire housed in two buildings 
which front on Lancaster Avenue and extend back a 
( onside rable clist trict \\ he na pure ‘ | ot land nie luding 
t house, adjoining the plant property but fronting on a 
ide street became available. the Palones saw a chance 
to build an underground vault, tear down the house 
tor sizable access to the side street and build a park 
ing lot above the vault 
In October, or $15,000 later, the property was ac 
qquure d and the old house torn down 
On April 10, an additional $60,000 later. the new TWO.-TIERED vault racks hold 7,000 garments. Every customer hos o 
vault was open for business standing invitation to view the new facilities 
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THE COLUMBIA ONE HUNDRED 
PERCHLORETHYLENE UNIT 





Built like a battleship ... runs like a watch... 
the new One Hundred Dry Cleaning Machine 
has what it takes to build business and profits. 
It’s automatic. . . four loads, 100 lbs. or more 
per hour! The COLUMBIA gives you produc- 
tion with top performance and has the extras 
you need...125 gallon solvent storage capacity 
.+.2100 gallon Hopkins filter... heavy duty 
motors AND the sensational COLUMBIA at- 
mospheric Still with an additional 90 gallon 
storage capacity. Write today for the complete 
story on the equipment cleaners agree is: 
“Designed with the Cleaner’s Profit in Mind”. 





REAR VIEW GENTLE, POSITIVE RAISE-DROP-SQUEEZE WASHING HIGH CAPACITY STILL WITH 90 GALLONS EXTRA 
OF UNIT ACTION FOR PERFECT CLEANING STORAGE CAPACITY STANDARD EQUIPMENT 


CONTINUOUSLY FILTERED SOLVENT CAPTURES SOIL HEAVY DUTY MOTORS FOR MAXIMUM OPERATING 
AS IT'S REMOVED FROM GARMENTS EFFICIENCY AND FREEDOM FROM TROUBLE 


WASHES, DRAINS, EXTRACTS, TRAPS BUTTONS AND & FULLY GUARANTEED AND SOLD ON THE EASIEST 
REMOVES LINT AUTOMATICALLY TERMS IN THE INDUSTRY 


@ AUTOMATIC CHARGE SYSTEM AVAILABLE 


COLUMBIA APPLIANCE CORPORATION 
| 47-47 35th Street, Long Island City 1, N. Y. 
| Kindly send me full information on the NEW COLUMBIA 
l ONE HUNDRED. 


APPLIANCE CORPORATION ; ™™ 
47-47 35™ STREET, LONG ISLAND CITY 1, N.Y. — 


city STATE 
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going to Philacde Iphia vaults not because 
there 


boas tie » Wal 


the customers wanted it that wav but because Was 
no other place to send it 

lo let these 
fine ilitic ‘ hac 
roughly in the 


SS.) O00) for 


know that completely modern 
Ardmore 
Linn 
Ads were placed 
variety of to broadcast the 
ible, and to test these media for subsequent 
Book matches, direct mail, bundle stickers 
billboards, railroad-station post 
were As stated, the first 
than a third of the vault’s 


yx ople 


become iailable ith which IS 


middle of the Main 


ulvertising this first season 


Palone spent 


mb oat wick media news as 
hast as poss 
ulvertising 
new pipers cur « irs 
ers and truck pling rds 


fille dl rire 


used 
eason FOS POTISE 
Cupane ity 
Construction-wise, the 
to make the vault as sate as possible 
Palone Joe Mandes, the 
visited many vaults before drawing plans for their own 
The vault and workroom were designed and contracted 
by Mr. Mandes. With smoke-detection equipraent, a 


burda wutomatic fire-control apparatus, air con 


Palones idopted every pos 
Andy 


ible means 


ind firms maintenance 


tlarm 
ditioning, humidity controls, and completely waterproof 
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After SF years of “farming it out. we take great pride 


in announcing the completion of our own 


FUR STORAGE VAULTS 


Al. Jatone 


MINIMUM RATES SINCE 1895 
’ en $3 00 318 W. LANCASTER AVE.— ARDMORE, PA. 


a Midway 2-9000 


BRYN MAWR 5.4050 











OPENING ANNOUNCEMENT showed baby on front (left) for new ar 


rival. Inside of folder (above) gave details of service 


construction, the new facilities have earned the lowest 
insurance rating 

The vault itself is a 15,000-cubic-foot affair, and the 
adjoining workroom, with its brand-new and complete 
fur cleaning and repairing equipment, measures 22 by 
24 feet. The vault floor is 16 feet below ground level 
Access to the workroom, where the vault door is lo 
cated a long flight of concrete steps 
within a penthouse. Joe Mandes has designed a con 
vevor, now being installed, which will carry hung gar 


is provided by 


ments up and down the stairs 

Andy Talone was not able to find any 
among other vault owners as to what return might be 
expected from such an installation, He has every hope 
of doubling this spring's volume next season, however 
and if business keeps coming the way it has thus far 
profits will be assured. # # 


agreement 


REMODELING OFFER was another direct-mail piece used first season 
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RIS 


the one soap method 
for two-bath systems! 














Whichever two-bath system you use, DRISYN will save you soap . 
reduce soap inventory . . . reduce wet cleaning and spotting opera- 
tions... and enhance the brightness and feel of your garments! 


Here’s how it works: 
1. Self-charging, two-bath, super strong system: 


DRISYN regenerates itself automatically because it’s used both as a 
detergent and as a moisture carrier for the moisture stock solution. 


With DrisyNn, you can use a higher ratio water stock at a lower 
FREE TEST KIT: Drew has developed 


the most simplified test kit ever offered 


1° the Seypeneap ep. & wane ee 2. Raw water, two-bath super strong system. 
a physical, visual principle—not a color 


principle. Provided absolutely free with DRISYN can carry a higher ratio of water to solvent at a lower 
your order for DRISYN 


cost than you ever believed was possible. 


cost than any other detergent or combination of detergents. It 
also enables you to maintain complete control of solvent color and 


fatty acid level. 


Send for complete details on DRISYN—the most economical and 


versatile detergent ever developed for any drycleaning system! 


CHEMICAL SPECIALTIES DIVISION 


E. F. DREW 2 CO., INC. 


15 EAST 26th STREET, NEW YORK 10, N.Y. 


CHICAGO PHILADELPHIA BOSTON 


For November, 
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by A. L. H. STREET 


Sunday Pickups Not Necessities 


Where onls vorks of necessity” are permitted under Sunday 
the collection of garments for drycleaning or laundering 
dered nm that catevorv’ 


In spite of the age-old belief that “cleanliness is next 


to vodline at least one appt llate court has decided 
that such collections do not fall within the exception in 
a Statute prohibiting the pursuit of one’s secular calling 
on Sunday, to the disturbance of others 
works of necessity State v. Lavoie, 97 Atl 
cided by the New Hampshire Supreme Court.) 
Whether it would be regarded asa 


excepting 
566. de 


work of neces 
sity” should a cleaner be called upon to press a local 
clergyman’ suit under a Sunday-morning emergency 
Sa question which does not seem to have reached the 


appt llate courts 


Retail-Wholesale Relationship 


What legal 


Ie ives ax 


distinctions can be involved when a customer 
so-called “retail” cleaner who turns it 
for actual servicing? 


irment with a 


over toa wholesaler 


lhe relationship between the patron and the retailer 
or Wholesaler or both, and the relationship between the 
retailer and the wholesaler depend mainly upon the 
nature of the transaction between the patron and the 
retailer 

If the 


dyer 


a “cleaner and 
and a patron leaves a garment with him, believing 
that he will do the work in his own establishment, no 
contractual relationship exists between the patron and 
the wholesaler cleaner to whom the garment may be 
sent. In that 


retailer presents himself as 


sending the garment out is un 
authorized by patron, and the retailer becames 
liable for If the garment is lost while in the 
wholesaler’s custody, the retailer is responsible, whether 


cause 
the 
its satety 
or not the loss was due to negligence. Then it becomes 
settlement between the retailer and the 
the latter's liability depending upon 
whether or not the loss or damage was his fault 

If the retailer is clearly the agent of a cleaning plant 
or of and the patron knows or should 
that he does not service goods himself 


a matter of 
W holesale ! 


the customer 
the re- 
t vile ros consid red a middle man and Is not responsible 


j 
ATIOW 


for loss or damage of a garment when it is in the hands 
of the wholesaler. What the relationship is actually 
depends upon the facts of the particular case 

For example, a barber may obviously be the agent 
of a cleaning establishment, in which case, the cleaner 
not the barber, is liable for loss or injury that is not the 
barber's fault. Fault on the barber's part might consist 
ot choosing an irresponsible cleaner to do his work 

Although a patron might be able to hold the middle 
man liable, the patron may choose instead to make a 
claim against. the For 
a dress was delivered for cleaning to a tailor 
New York court de 
cided that the patron could force the company to pay 


cleaning company example, 
whe re 


and he sent it out to a cleaner, a 


100 


the amount of any loss it caused, although there was no 
contractual relationship between the patron of the 
store and the cleaning company. (Halbern v. Gold 
berg, 175 N. Y. Supp. 474 

Where the middleman has become liable to a patron 
for loss or damage caused by a cleaner, because the 
middleman was acting as a retailer and not as an agent 
the middleman can force the cleaner to reimburse him 
On the other hand, if a cleaner has been compelled to 
pay a loss or damage ( laim because ot negligence on the 
part of an agent, that agent can be made to reimburse 
him for the amount paid 


Right To Use Adjoining Property 


Does a property owner have rights to the use of the driveway 
ind other facilities of adjacent property because of previous use? 


In a recent decision (Monos v. Day Cleaners & 
Dyers, Inc., LOS N. E. 2d 347) the Ohio Court of Appeals 
declared against the plaintiff on two questions at issue. 
Monos unsuccessfully contended that, through long use 
of a driveway on the cleaning company's premises as a 
means of access to his own property, he had a right to 
prevent the cleaner from closing the driveway by erect- 
ing a building over it. He also unsuccessfully sought to 
compel the cleaning company to remove so much of a 
brick building as projected two inches over the bound- 
ary line between his and the company’s properties. 

The driveway was wholly upon the cleaning com- 
pany s land but adjoined the plaintiff's land and build- 
ing. He claimed that he and his predecessors in owner- 
ship had used the driveway continuously for more than 
21 years, and that he thereby acquired a permanent 
right} to continue the use. The court con- 
ceded that if the plaintiff and his predecessors had used 
the driveway erclusively and under an open claim of 
right to do so for 21 vears or longer he would have a 
fixed right to continue the use under Ohio law. (In some 
states a shorter period of use would give such right.) 
But the court pointed out that the cleaning company 
had also used the driveway for its own purposes. There- 
fore, the plaintiff never had an exclusive right, and such 
use as he had had must be regarded as merely permis- 
sive and terminable at will 

As to the two-inch encroachment of the cleaner’s 
building upon the plaintiff's land, the court decided 
that because it had been maintained for more than 21 
had 
gained ownership of the strip by what is known as “ad- 
verse possession” or what laymen call “squatter’s rights.” 


easement 


vears without objection the cleaning company 





INVITATION TO THE READER 

In this department of Tut Nationat Cieaner & Dyer 
Mr. Street, an attorney and author of a book on law for 
drycleaners and laundryowners, reviews current court de- 
cisions affecting drycleaners and dyers. 

Readers are invited to submit for the author's discus- 
sion legal problems of general interest to the industry. You 
must rely on your own attorney for specific advice as 
to your rights and liabilities in a given case. But Mr. Street 
can help you and your attorney, by citing what the courts 
have generally decided in similar cases. 
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just turn one valve 





... this tubular 


HOFFMAN FILTER 


* NO MORE SCREEN SCRAPE-DOWNS 





* NO MORE DIGGING OUT SOLIDIFIED MUCK 
* NO MORE LIDS AND PLATES TO LIFT 


6 Sizes — for Capacities from 


1300 to 10,000 gallons per hour 














No By-Pass Leakage — Each Tube 
Held Down by Individual Springs 


Compare! Only the Hoffman Tubular 
Filter offers you stainless-steel wire 
mesh tubes that are firmly gasketed 
and held down in the manifold. Spring 
compression on each tube prevents 
up-flow pressure from dislocating tube. 
All dirty solvent must pass through 
the tube. No by-pass to contaminate 
clean solvent. Tubes easily removed 
for inspection or replacement, 


You've never had filter cleaning so clean. 
With this sensational new Hoffman filter, just 
turning one valve flushes all dirty cake off 
tubular screens by backwashing. And sludge 
deposits are automatically pumped out! 
Think of it! Never again need you lift a lid — 
scrape a screen — sling a sludge hoe — and 
mine the muck that forms in your old-style 
plate filter. This new-design Hoffman turns an 
every-morning-and-weekend, messy chore into 
the cleanest, simplest job in your plant. Ask 
your Hoffman representative for all the excit- 
ing details — particularly about the exclusive 
Hoffman-design features that assure fast, fool- 
proof filtering unequalled anywhere. Write 
for Bulletin A-966 today. 


IN CANADA 
ors mvnut @ sme 74 Oo tH; VAM) wr 
1 ‘ W. TORON ‘ 


U. S. HOFFMAN MACHINERY CORP. 
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105 FOURTH AVENUE, NEW YORK 3.N. Y. 
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The Hammond Atomic Drycleaning Unit now includes the new and more rugged 
Open end washer and Tumbler that means more speed, greater strength and in- 
creased efficiency ... PLUS the new Floor Level Storage Tank for increased safe- 
ty. This tank prevents any accidental loss of solvent from system due to over- 
flow of washer during idle period. 

Streamline your operations . . . increase profit . . . reduce overhead . . . save floor 
space, man hours . . . The HAMMOND Atomic Drycleaning Unit is doing just 
that in thousands of plants all over the world RIGHT NOW! Write today for 


complete information. 


LAUMORT- CLEANING MACHINERY CO 
HAMMOND BLDG., WACO, TEXAS 
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ASSOCIATION NOTES 


Hamilton (Ohio) Dry Cleaners As 
the following officers at its annual 
meeting: George Meece, president; Reginald Hershnet 
vice president and Donald L. Mitchell 
treasurer. 

The new president of the Cleveland (Ohio) Clean 
ers Institute is Alfio Consolo. Other new 
Manuel Shafran, vice-president; Morris Nagel 
tary, and Thomas Connelly, treasurer 

The following members were elected to the board 
of trustees: Ben Orlove, Milton Levine, John Hayek 
Hyman Brown, John Yane, Marvin Ballen, John Smith 
Sr., and Jerome Koral 

The election of followed an address by 
O. Wade Clanton, chemist and field representative of 
E. 1. du Pont de Nemours & Co., Wilmington, Del 


Local Elections: 
sociation elected 


secretary 


officers are 


secre 


officers 


NIRC Activities: Rug cleaners gathered in Silver 
Spring, Md., on September 25 and 26 for a weekend 
management forum sponsored by the National Institute 
of Rug Cleaning. The subjects covered at the meeting 
ranged from department store tie-ins, rug retailing 
consumer relations and synthetics to rug repairs, public 
relations, group advertising and cotton carpet cleaning. 
Tours of neighboring plants in the Washington, D. C 
irea were added attractions of the meeting 

Col. James W. Rice, NIRC director of research 
spotlighted the invasion by synthetic fibers of the rug 
and carpet industry. He underscored the fact that the 
industry should any information it the 
svnthetics to the consumer 

NIRC President Bill Ayers chaired the first day's 
session. Featured speakers were: T. C. Sperry, Crystal 
Rug Cleaning Co., Dayton, Ohio; Joseph Nial, Jr., Care 
ful Rug Cleaning Co., Troy, N. Y.; Lloyd Mathieson 
Kevstone Rug Co., Harrisburg, Pa.: Richard Powell, 
NIRC_ executive secretary; Dr. Dorothy Lyle, NID 
director of consumer education; Mr. and Mrs. Jack 
Leavitt, Leavitt's, Inc Hartford, Conn.: Col. Rice 
Lawrence Jeppson, director of NIRC public relations 
Doris A. Greenwood, D. A. Greenwood Advertising 
Agency, Chicago, and James M. Evans, chief chemist 
of General Dyeing Co., Indianapolis 

NIRC._ is 
public 


pass has on 


preparing a series of bulletins to boost 
The first available with 
such topics as gem ral purposes of the group the gov 
eTmning body 
identification 


relations one deals 


services rendered, consumer education 
technical bulletins 
relations 


in short 


emblem advertising 


aids research government croup msurance 


ind convention and exhibits what the Insti 


tute does for its members 


Canadians Move: The Canadian Research Institute 
of Launderers and Cleaners, Ottawa, has pure hased a 
building at 456 Montreal Road, 24% miles east of 


its old location. The Institute’s new 


new 
home, a two-story 
building of modern design IS adequate for the erection 
of a testing plant to prove and improve processes and 


to pre-test garments for launderabilitv and cleanabilits 
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News From California: The California Drycleaners 
Association sponsored Senate Bill 405, which has been 
carried through the state legislature. This bill eliminates 
the need for enclosing some types of synthetic plant 
installations. The State Fire Marshal has issued Bulletin 
No. 23, which will carry out the new provisions of the 
law and protect the operator from excessive health 
hazards 

Members of the association are entitled to use two 
films on the drycleaning industry. “After the Ball Was 
Over” has already been used extensively as a program 
for service clubs, civic and women’s clubs. A 
new film, “Pressing Pleated Pants on a Utility 
is designed for employee training. The films are avail 
able to members at no cost 


( lubs 


Press, 


~~ + 
-_+- 


Cleaners Provide Fellowship: David P. Wallace, Jr., 
president of Texas Laundry and Dry Cleaning Associa 
tion, has announced a research fellowship at Texas 
State College for Women. Funds will be prov ided for 
a graduate student to work on problems affecting dry 
cleaning or laundering 


~ + 
-~ + 


Local Meetings: The Associated Retail Dry Cleaners 
\ssociation, Inc., of California, meeting in Fresno, is on 
record as favoring the establishment of a regulation 
prohibiting the issuance of licenses for similar enter 
prises within certain distances of established cleaning 
and dyeing plants. The group will also seek, if neces 
sarv, legislation forcing garment and fabric manufac 
turers to label their products as to fiber content 

John Gattis presided and Homer Stansbury was in 
charge of the program of the Qualified Dry Cleaners 
Association meeting in Fort Worth, Tex., on September 
28. The South Texas Cleaners and Dyers Association 
Inc., San Antonio, elected Bud Worthington chairman 
of the program committee and Ray Denison and Mrs 
Virginia Nesbit members of the committee 


- + 
~~ + 


New Organizations: Three drycleaning firms have 
formed the Alice (Tex.) Qualified Dry Cleaners Asso 
ciation as a public service organization to educate the 
public in the care and upkeep of clothing 

Orville Crossley, Moline, HL, was elected president 
of the newly organized Rock Island County (UL) Dry 
Cleaners Cuild 

Standardizing practices in the cleaning of clothes 
is the aim of the newly organized Champaign-Urbana 
(Hl.) Cleaners Association. Officers of the group are 
James Easterbrook Andrew Fedchak 


president; Harvey Atchison, secretary-treasuret 


president VICE 


Connecticut Plans Meeting: The fall meeting of The 
Connecticut Launderers & Cleaners Association, Inc., is 
scheduled for December 4 and 5 at the Hotel Taft 
New Haven Continued on page 106 
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ITS 181 THE —~4 


THE EXCLUSIVE FEATURES 


Gye Fpom \ . 


EASIER TO LOAD 


MORE SIZE ADJUSTMENTS ff 








UNIQUE PATENTED 
BAFFLE ARRANGEMENT 
OF STEAM 











SIZE CONTROLS 
OUTSIDE of GARMENT 


Quality PLUS 


- ARE IN ‘OPERATION 
THAN. ALL OTHER STEAM-AIR 
'"’ FINISHERS COMBINED! 
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“Not new.. just 


dyed at Almore”’ 


Scud Gamenu 


fer dyeing... pve HOUSE 


4412 WENTWORTH AVENUE + CHICAGO 9 
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Continued from page 
Wyo-Braskans Stamps of 
Westerner have done it 
tional immick! The « 
Drveleaner 


Give Phese 
clever promo 
Wvyo-Braska 


meeting pau ot 


one-cent 


N.1.D. NEWS 


Western Branch Moves: ‘The 
National Institute of 
ment anal laboratory to 
Chevy Chase Di Glendale 
Western manager will be 


Western branch of the 


Drvcleaning has moved its gar 


1515 bk 
Harris 


new quarters at 
Calif. Brooklvwn 


th « harae 


ILLINOIS « 


the Wytt: nate 
of wndying fame 


TEICHNER, 


—- 

[rman oom 
cone , 
comm | 


a 


LEON PRESIDENT (iM 


stamps on its invitation. According to the invitation, 
this pair of stamps may be worth dollars to you’- 
dollars of worthwhile information gained at the meet 
ing of drvcleaners from western Nebraska and eastern 
Wyoming scheduled for October IS 


NID Welcomes Launderers and Cleaners: About 150 
laundryvowners and drycleaners from the Maryland 
District of Columbia-Virginia Laundry Owners Associa 
tion will attend a one-day instructional session on 
drvcleaning on December 2 at the NID headquarters in 
Silver Spring, Md 


The scheduled: Harold 
LeRoy, superintendent of the Institute's drycleaning 
plant; Dr Dorothy Siegert Lyle, director 
relations: George Fulton, director of 
John Ireland, supervisor 
Stuart A. Smith 
tion, will preside 


following speakers are 


of consume! 
research and 
of NID’s general course in 


structors head of the visiting associa 


New Institute 
Bulletin S-1L1 


up on morale 


Bulletins: © Supervisory 
Number 5 in the NID series, is a round 
It defines morale and deals with man 
iwement’s and communication’s part in morale building 


Technicques 
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SHIELDS synthetic DRY CLEANER 
with 


MECOUENY 


COMBINES 


NOW AVAILABLE with Attach- 
ments for independent Soap 
Charge System and Water Repel- 
lent Treatment—for new R-51-A 
Models and R-51-A and R-51 
Models now in use. Requires 6-8 
minutes of operating time. Solu- 
tions are used over and over 
again giving further economy in 
operating the unit. 


MANY OTHER FEATURES include 
design developments and operat- 
ing techniques that make this 
SHIELDS PERCHLOR UNIT out- 
standing for economy of Space, 
Time and Labor. Write for com- 
plete literature—You'll quickly 
appreciate the reasons for Shields 
Superiority. 


COMPARE AND YOU'LL BUY A SHIELDS—-THAT'S WHAT MANY LEADING DRYCLEANERS ARE DOING. NO INCREASE IN PRICE! 


Ghroleg. sucussezins ane 


HED 1915 273 EAST 156th ST. + CLEVELAND 10, OHIO 
an 
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the supervisors contribution to good morale, and profit 
from it 

Selection and placement of employees is covered in 
Supervisory Techniques Bulletin S-12 

Fechnical Bulletin Number 7 hand 
ling dynel blankets. It offers information on drycleaning 
shrinkage in drvcleaning, wetcleaning, finishing 
and methods of handling 


312 discusses 


tests 


Beta Chapter Elections: Beta Chapter of the NID 
Alumni Association elected the following officers at 
its October Samuel Kaufman, president 
Martin secretary-treasurer, and Mort 


2 meeting 
Hirshkowitz 


Lesser and John Vieldhouse, vice-presidents. Leslie 
Friedman, Stanley Golmb and Bill Seitz were named 
to the executive committee. 

The guest speaker at the meeting, Dr. Samuel 
Machlis, Stamford Chemical Co., spoke on moisture 
and methods for its control in drycleaning. 


Schedule of Courses: The next general course spon- 
sored by the NID will take place from January 4 to 
March 26, 1954. It covers drycleaning, spotting, wet- 
cleaning, finishing, hats, gloves, leathers, furs, rugs, 
furniture, household textiles, fibers, yarns, weaves, fabric 
damage and causes, storage, power plant maintenance 
and the charged system. Applicants must either be mem- 
bers of the NID or employees of 
a member plant, at least 18 years 
old and with a year of plant ex- 





_—- 


Today there are far more family 
units in a ratio to population than 
in pre-war days and the thou- 
sands of new small homes in city 
and suburban areas have limited 
closet and storage space. It is fast 
becoming a trend in modern living 
to store seasonal clothing outside 
the home, clearing more space for 
comfortable living 

What a grand opportunity for 
profit from the vault storage busi 
ness! This is an operation that fits 
into the routine of Dry 
cleaning Service. You will be pleas 
antly surprised at the moderate in- 
vestment required and HAERTEL will 
help you all the way from plans to 


so well 


pays a profit ALL YEAR! Furs and 1 
woolen clothing, blankets and other 
household items occupy your vault 
through summer months and 
summer things keep bringing rent 

to you through fall and winter 
You'll find, too, that Drycleaning 
volume is appreciably increased. 


WALTER HAERTEL 
COMPANY 


2840 4th AVENUE SOUTH 


. A complete 


tilation 
. Advertising 


Dusiness 


in Haertel's 
plant 


vault approximately ft. x 
( ) We will welcome a call from your representative 
Firm 
Address 


City 





from the trend 


SMALL HOMES 
SMALL ROOMS 
@|,SMALL CLOSETS 


successful operation % THE VAULTMASTER 
ONLY HAERTEL CAN OFFER 
Remember, storage vault space ALL Six: 
self-contained stor 
age conditioner with automatic 
temperature and humidity con 
trol PLUS fumigation and ven 


aids to 


. Operating Supplies 
A concentrated training service 


own fur 


- A complete wholesale cleaning, 
repair and remodel service, in 
cluding the Formmaster 

- Advisory service on plant, ad 
vertising and service problems 


Walter Haertel Company—2840—4 Ave. $., Minneapolis 8, Minn. 
{ } Send us information that may be helpful to us in planning a storage 
ft. x ft 


perienc e 


Another manage- 
ment has an- 
nounced; it will begin on January 
4 1954. Students will discuss the 
principles of production manage- 
ment and control, plant and de- 
partment layout, supervisory 
techniques, business administra- 
tion, and other subjects relating 
to the management of a modern 
drycleaning plant 


four-week 


course been 


Details of both courses can 
be obtained from the Registrar, 
National Institute of Drvclean- 
ing, Silver Spring, Md 


Management Engineering Serv- 
ice in West: Members in the 
Far West can take advantage 
of NID’s management engineer- 
ing service during January and 
February 1954, if they apply in 
time. Although the service is 
available at all times, during that 
period William G. Lesterick, the 
Institute's field engineer, will be 
in that area and wants to see as 
many drycleaners who want 
counsel on plant layout and other 
industrial problems as is pos- 
sible. Mr. Lesterick, who joined 
the Institute’s staff several 
months ago, has had experience 
doing plant layout and wage 
incentive work for U. S. Steel 
Company and the Gileson Elec- 
tric Company. 


promote 


service 


Besides plant layout advice, 
the service includes employee 
training aids, a wage incentive 
program, and a study of the 
plant’s operational costs com- 
pared with those of other dry- 
cleaning establishments all over 
the country. 


Drycleaners should write or 
wire the NID, Silver Spring, Md., 
to obtain this service. 
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Would you like 
his patronage? 


This “grease monkey” from the Gold Rush days had to get his 
clothes cleaned by someone. The best remedy extant for removing 
erease spots. weording to Hot St Ki EPERS GUIDE AND EVERYBODY § 
Hanprook. of 1870. was to take i, pint aleohol and add LO grains 
carbonate of potash, ly, ounce bergamot, | ounce sulphuric ether, 
mix and apply with piece of sponge. Perhaps the most interesting 
thing about this eighty-year-old recipe is that its chemically O.K 
But what a nuisance! Over the decades the methods of cleaning 
have become steadily easier, better and safer. Cleaners today who 


are looking for the finest of all modern solvents are swit hing BO ces 


nratenieD DIAMOND PERCHLORETHYLENE 
aK hp and CARBON TET 





CHEMICALS DIAMOND ALKALI COMPANY...CLEVELAND 14, OHIO 


For November, 1953 
Wher Ti rs please mention The NATIONAL CLEANER & DYER 





Standards for Cleanability 


Extracts from an addresss 


by ALBERT E. JOHNSON 


Director of Trade Relations 
National Institute of Drycleaning 


Presented at the Fifth Annual Convention 
Dry Cleaners Institute (Ontario) 


Toronto, Canada, September 21, 1953 


WHAT 


t ina irc 


KIND of dryvcleaning should be recognized as 

It is simple enough for the National Institute 
of Drycleaning or any drycleaner to test a product for 
cle in ibility by running a sample through a dry« leaning 
unit. kor quality control purposes and in development 


work, however, laboratory-scale drycleaning tests are 


thre only 


textile 


practical means of checking cleanability in 
laboratories. The problem of correlating a labo 
ratory testing procedure with actual drycleaning condi 
troms iS tot ia 

Here i 
to arrive at drvcleaning standards 

hon now we have been trying to perfect 
i method of testing the durability of flock prints and 
metallic and pigment prints No standard test exists by 
vhich the durability of overprinted patterns can by 


imple conic 


in example ot the problems faced in trving 


ome tine 


ey ilu ite! 
| or mi 


riitt Were 


t of the research work on this project plant 
NID in its 
laboratory trials were handled by the laboratories opel 
ited at Lowell Technological Institute in Lowe ll, Mas 
suchusett bythe Association of Textile 
Chemists and Colorists, the principal standards-making 
body in the textile dveing and finishing trades in the 
United States 

We found that even with a device 
vith NID cleanings, not 
iftter both methods of processing 


made by own equipment and 


\nn rich 


that VIVES good 
fabric will 
\ pat 


tana Lip TEE ane tual cleaning but break down in 


correlation 
look the 
tern mas 
lab testing 
lab equipment 
When the 
cle tine plants il] 


CvVery 


cttin 

or break down in cleaning and stand up in 
WialS cleaned by sé veral ary 
there 
tion in result In one case the sample looked practically 
ifter five evcles The same treat 
mother plant rubbed off most of the pattern 
fabrics than the 


trie fabric 


vood Ones Was a wide Varta 
new of plant cleaning 
ment im 
Svnthetic 


troleum 


plants were rougher on these 
svstems 

We are finding pretty much the same problem m set 
ting up a test for water repellency which AATC( 


sted to do last June by the Federal 


was 
PEC Ue lrade Com 
mission 


The pre 


‘ nal 


blems of evaluating fabric cleanability do 
There is also the question of the effect 
ot pre spotting compounds spotting che micals finishing 
and tike Also, how 
cleanings should a withstand without ce 

ethects i usually 


| 
raters 


hie re 


not 


wetcleaning to into consideration 


{ ibric 


question 


TERATe 


oradin encountered with 
novelty 


but with the 


reas ot re Spons! 


At the risk of stirring up a controversy 
that we what the 


may auree on 


hoop 


110 


bility should be for each of the primary groups affected 
by serviceability, | offer the tollowing 
tions: 


recommenda 


Responsibilities of Manufacturers: 


“For the necessary properties which will enable fab 
rics and the products made therefrom to stand up satis- 
factorily in repeated drycleanings during a reasonable 
period of usefulness, without appreciable change in 
dimensions, hand, color and appearance; such proper 
ties to include resistance to recommended mechanical 
drvcleaning washings, and to contact with water such 
as occurs in normal wear and in treatments for the re 
moval of water-soluble soils and stains. 


Responsibilities of Drycleaners: 


‘For the proper operation of equipment to assure 
good cleaning of fabrics and their safety against shrink 
iwe or other damage; to perform properly the opera 
tions of spotting so as to protect the colors, finishes and 
physical appearance of fabrics; tor proper finishing of 
apparel according to designed or tailored requirements, 
and for wetcleaning when undertaken without the con 
sent of the customer 


Responsibilities of Consumers: 


kor the proper tise and care of clothing and house 
hold textiles: for damage due to unusual soil conditions 
or other exposure to inordinate conditions of wear; for 
iy physical damage except that which is proven to be 
caused by fabric or construction charac 
other condition considered out 
side the scope of responsibility of either cleaner or man 
ufacturer 


substandard 


teristics: and for any 


These are only suet strons and are presented as 
guides in the setting up of actual specifications for 
cleanability or for determining the proper approach to 
problems arising out of cleaning and related wear prob 
le nis 

Regarding the cleaners’ responsibilities, I think vou 
will agree that spotting chemicals should be the re 
sponsibility of the cleaner but that the cleaner should 
expect certain properties that will) permit required 
processing I suspect that there will be some difference 
of opinion in the matter of wetcleaning, but as for me 
1 would think it more in the interests of drvcleaning if 
we accepted this operation as a cleaner responsibility 

In my opinion, wetcleaning and laundering are svn 
at least in the Unless the 


Continued on page 126 


onvmous eves of noncleaners 
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In Synthetic 
DRYCLEANING! 
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Washer-Extractor 














MAIN FLOOR 











BASEMENT 
Storage Tanks and Stil! 


SEC-Olson Filter 
Operating Tank 
a“ A & 


b Sx CLEANING SYSTEMS 


SEC-o-matic Corp., 55 La France Ave., Bloomfield, N.J. 
A General Precision Equipment Corporation Subsidiary 


For November, 1953 
The 








NATIONAI 


Only the Washer-Extractor and Recovery 
Unit is in Your Shop . . . Everything Else 
is in Your Basement or Back Room 
sh 1 to announce 

nthetie dry 
RSATILI 


VI 


non od { ‘ , 
SEC VERSATILE sy 
esent and 


100 Ib 


VERSATILE s 
100 to 500 Ih 


hare 


SEC-o-matic Corporation 
55 Le France Ave., Bloomfield, N.J 


Please send me all details about the new SEC 
VERSATILE System 


CLEANER & DYER 








DRYCLEANING PRODUCTION PANEL members, left to right: O. Wade Clanton, Erik Svendsen, Dr. Samuel Machlis (speaking) , Professor Percival 
Thee!, Or. William A. Endriss and Johne Parsley 


PADC in Philadelphia 


by PHIL GREENE 


‘ Eendriss and Jolie Parsley of Dr Machlis discussed and 
sident ( t \\ the Philadelphia Textile Insti demonstrated means of con 
thody Dry Clean- tute; Dr. Samuel Machlis of trolling relative humidity, and 

replacin \ ‘ Stamford Chemical Co krik showed whi SO percent 1S 
Philack Iphia i Svendsen ol the Darco li about the hiwhe st it should he 
Shull I sion Athis Powder Co () illowed to reach. He said that 
Wade Clanton, DuPont ind the industry is on the thresh 

Ju | recman New I nal incl hold ot new ind far-rea hing 

Ss hool ol Drvel ming is mio developments mh ormousture ind 


erator soap contro 
! ! 

The men trom the Textile Mr. Svendsen spoke on the 

; 


Institute discussed new tabrics of filter 


Varbous types powder 


wnat re S ( 
ul the problems they are cre-  .cnecially as they affect opera 


{ oO “ cle | 
tin for tl _ dry leaner anc tion of the charged svstem 
ind i reported on 958 analvsis prob 
mette lems that have been processed Mr. Clanton told why some 
trip to the Philadelphia the past vear. Dr. Endriss 
Trastitut on \ provided a breakdown of | re 


of the miracle fiber re not 
miraculous in that they 


new problems is thev sols 


nsibility for the Various 


ves analyzed, Drvcleaners 


ones. Closer cooperation he 


tw consut s cleaner na 
percent TINT con cantenanees — = 

> : manufacturers will help t 

5.335 percent, customers ewes ier] 


9 percent borderline re 
| 


eliminate these probk Ws 


ponsibility was 16.8 percent The evening program was 
ind miscellaneous 6.69 percent. devoted to “New Angles in Silk 
Shrinkage caused 10 percent of and Wool Finishing A com 
the borderline problems, for plete finishing department was 
vhich | 
harged system may be partly rooms, and Benton Perry and 


1. blaine C,eorus Schlemon ot { Ss Hoff 


mn control ol set up in one of the meeting 


MODEL CARDING MACHINE is demonstrated for visiting drycleaners SILK AND WOOL FINISHING CLINIC with Benton Perry at microphone 
at Philadelphia Textile Institute and George Schlemon making the lay 
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ANNOUNCING NEW -+ 


DODGE}: 


Brilliant new design opens new era in trucking! 


+X Compare their new comfort! <X Test their new handling ease! 


K See their new low work-saving design! 





2 GREAT ENGINE LINE-UPS! In addition to cost-cutting 6's, 
Dodge now offers the most powerful V-8 engines of all leading 
trucks! Available in 1 !5-, 2-, and 2!.-ton models... standard 
in 2%,-, 3-, 3!.-ton! Re volutions iry hemispherical combustion 
chi ambe for high efficiency! Get free book on engine efficiency 
and its importance to you * your Dodge dealer's! 

OVER 75 NEW FEATURES! Spectacular low-built lines! New 
increases in G.C.W.! New cab sealing against dust, drafts! 
Nonskid running boards! 

PLUS famous Dodge features like . . . completely rustproofed 
sheet metal . . . moistureproof ignition! Truck-o-matic trans- 
mission with gyrol Fluid Drive, available! 


New! Even greater values ... yet still priced with the lowest! 


New! Sharper Turning! New steering sys- New! Smarter Styling! New colors! New New! Lower Lines! Pick-up and panel 


tem for the shortest turning of all leading 
trucks! New shorter conventional tractors! 
New, one-piece windshield! More total 
vision area than any other popular make! 


flow-line design, featuring integral fenders, 
sparkling chrome! New two-tone interior 
styling! New wider doors! New easy-chair 
seats! New instrument panel. 


SEE YOUR FRIENDLY DODGE 


For November, 1953 


floors knee-high for loading ease! Lower 
running board for easier entry! Lower hood 
for greater visibility! New, low center of 
gravity for road-hugging stability! 


DEALER! 


AL CLEANER & DYER 


VAL 





late et 
st efficiently brought out 
Mr. Renick offered a set 
rules for successful drycleanin 
yinel on sales and idvertising. Among other point 
Panel member he recommended that a cleaner 
\icCutcheon, Dow avoid dividing his advertisin 


, 


Chemical Co., and Felix Ren ippropriation into 5 equal 


ick Institute for Maintaining parts but instead spend it 
Drycleaning Standard when it is most needed a 
hy mean ot chart Mr ing to the seasons He 
McCutcheon showed how the idvised the delegates to 
OFFICERS, left to right: New president, Clyde W. Peabody; past presi 


vrowth of drycleaning sales has centrate advertising it om 
, eaten. - _ ; ¥ dent, Meyer Mednick; treasurer, E. Gates Shull, Jr 


paralleled the increase in our medium, to advertise only to 


wome. The dryclean- women, always to include price 


try, however, has not ind to feature specials Stratford to overflowing. Prac wetcleaning clinic with Zu 


experienced the ume drops as After lunch the drycleaners — — — intro- Freeman as instructor and dem 
national Hricoribe If drvycle ining had a choice ot taking nm if Guce nee Retiring President onstrator Mr Freeman has 


as, a afternoon at the Atlantic City Meyer Mednick was honored linics at 
national olume of two billion racetrack a football wane or with a plaque and Siven a sil 
dollars i po sible for 1958. Mr : continuation of the silk and 
McCutcheon wound up his re wool finishing clinic 


vrowth continue as it |} conducted — similar 


previous conventions. As in the 
ver tea service in appreciation 
past, he answered questions 

| from the floor and did on-the 
varks with illustrated stories of The banquet and entertain the organization spot analyses for those who 


of his many years of service to 


hypothetic il drycleaners ment that evening filled the The entire day on Sunday brought in problem varments 
Slow ina Bill Smart Thee main ballroom of the Bellevue was devoted to a spotting ind tor discussion 3 


Cooperation Featured at Toronto 


\ VULESTON im COOr t ‘ respon ibility of each in new and enlarged quarters che Cleaners, London: I | Gibson 
between the d ‘ iw ind: dustry is summarized elsewhere voted to the drycleaning voca- Gibson's Cleaners Limited, To 
issue tional program for training ronto kK Gillard Gillard 
Also introduced to the co skilled industry employees Cleanit Service, Oshawa; A 
ention was a draft of a p Presentations of tea trays for Lloyd Llovd’s Cleaners and 
incial act respecting the no- meritorious service were made Dyers, Belleville; A. J. Rivard 
nelature and liability of per- to Miss L. Carroll; J. H. Gib- Blondie Cleaners Windsor 
ons engaged in the busine t son, first president of the Insti R l Ronson Maple Leat 
drycleaning. It defines the dry tute, and L. Mendelson, second Cleaners Ltd Poronto H 
cleaner and limits his liability president. D. H. Currie, man- White, Clean-Rite Limited, To 
for articles left in his care for ager, was given a five-minute ronto, and J. White White 
drvcleaning or storade to i ovation whe n he received i and Sons Limite d Toronto 
maximum ) 20 stinns the television set for his work on The Board of Governors 
charges or the services behalf of the Institute consists of the Advisory Coun 
pertormes New president is R H cil, made up of Past Presidents 
The re port ot the Dinan diate I isby W ash Rite Laundry ] H Gibson chairman R Cc 
past president, Jack Snitzer, in ind Dry Cleaners, St. Cath- Clarkson vice-chairman L 
dicated — that membership ot irines first vice president H Mendelson, |]. Snitzer ind H. E 
plants had increased from 203 Fotheringham Fothe ringham Wambold and Lite Membe rs 
while allied trades in- Speedy Service Cleaners, Ham- G. Langley, A. Baker and Roy 
13 to IS There ilton and second viet pre sident, Williams Also ] H Allen, 
wa till just 11 divisions, but A. H. Ellis, Lindsay Cleaners Allen's Cleaners and Dyers, 
models organization is proceeding in 6 and Dyers, Lindsay Owen Sound; B. |. Kenalty, 
wearing armen of the syn- other localities Mi Snitzer Members of the Executive McGoun Chemicals Ltd., To- 
thetic n he irments also reported the cooperation of Committee include the officers ronto; P. A. Sinclair, Nu-Serv 
later were given iv by draw the Educational Committee and C. Blume, Ceebees Clean- ice Cleaners, Barrie, and A. R 


o the | , in ‘ clhence with — the Central Technical ers and Dyers, Thorold; B. P lhompson, Imperial Cleaners, 


on of School in Toronto in planning Cramer, Dutch Laundry and Dry Sarnia. ? 3 
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rere you getting MAXIMUM 


PROFITS 


from your 
Storage Vault 7 


Fur storage and fur cleaning are only two 
of the big profit potentials in a vault in- 
stallation. You can get more business 
from your present customers... and at- 
tract new customers .. . by offering a 
complete fur service in your own plant! 
Get your share of the profits waiting for 
you in fur repair . . . remodeling 
merchandising. You can build up a good 
volume in any or all of these potential 
markets... with the help of 





THE FUR BOOK 


A Practical Guide te 
Fur Garment Making, Maintenance, 
Repairing and Remodeling 


BY DAVID G. KAPLAN 
Fur Editor, The NATIONAL CLEANER & DYER 


Outstanding teacher-furrier-consultant 











Everything you need to know about 
handling furs: Cleaning, glazing and 
dyeing how to do repairs and re 
modeling how to make fur ac 
cessories types of furs and how 
to handle each how to solve fur 
problems. All clearly explained by 
the leading instructor in the fur field— 
with about 200 helpful diagrams and 
photographs. PLUS a table of estimated 
costs and a section on building a fur 


business or department 


A COMPLETE, PRACTICAL, 
SELF-TEACHING COURSE 


FOR ONLY $72 


For November, 1953 


for a complete guide 


to storage vault instal- 


lation and operation— 


Pree! 


With every copy of 


THE FUR BOOK— 


STORAGE 
FOR THE 
DRYCLEANER 


18-page reprint of 
NATIONAL CLEANER & DYER 
series includes: 
building for low insurance rate; 
fumigation, temperature, hu- 
midity; layout, identification, 
records; inspection — receipt 
and delivery; how to figure 
costs and profits; storage sell- 


ing and promotion. 


THE NATIONAL CLEANER & DYER 
304 East 45th Street 
New York 17, N. Y. 


Gentlemen: [] CHECK [] MONEY ORDER 


() Please send me my cepy (postage paid) ef THE FUR BOOK 
by Devid G. Kapien. [) Please send alse my free copy of 
STORAGE FOR THE DRYCLEANER. 


NATIONAL CLEANER & DYER 





and the 
NATIONAL 
COLLEGIATE 
CROSS-COUNTRY 
CHAMPIONSHIP 


G0 


: > 
Like STOD-SOL and the 


STOD-SOL Test Bundle SERVICE 


Because training techniques are improving, distance run- 
ners are getting faster. And because of improved dryclean- 
ing techniques—many of which were proven in our Test 
Bundle laboratories—the drycleaner’s task is becoming more 
eficient. As for quality, Stod-Sol, the original Stoddard sol- 
vent, is still tops. Ask your nearest Stod-Sol distributor for 
complete details about this fine product and its companion 
“Test Bundle” Service 


9.5 ON . PRIc, > % 
i, o* D “4, \ 


= 


| INDUSTRIAL 
NAPHTHAS 


PRODUCERS REFINERS 


MndersonPrichard Ot Cynaton 


OKLAHOMA CITY, OKLA. 


National Cleaner & Dyer 


tion The NATIONAL CLEANER & DYER 








NEWS NOTES 


IN THE TRADE 





New Western Offices for 
Nationat Cieaner & Dyer 


hae 
oth es oft 
& Dyer 


Western advertising 
NATIONAL CLEANEI 
Starch m Laundry 

Journal nal hu 

Cleaner 

tober | to “ 

Lytton Building 

Blvd Chicago 


-o-= 


9-9209 

In t bihore 
tion m= Chi 
othes wi 
Thnore eth 
the Western 
hoped, added 
put bal 
iwency trends 
Manag | 
bie ld from tu 

Phe 
ilso aid the editorial operations 
trade-paper 
Western 
headquarters for edi 


new 


ind 


‘ vxpanded ta 


‘ 
l Little 


will 
of our f rmily 
since the offices ire 
used as 
torial personnel when they are 
in the Chicago are 


Reverse-Action Tumblers 


Laundry 
Company announces 
tumbler models 
reverse tumbling 
According to Western 
versing eliminate ‘ 
vled clothes 
with 


mew 


ture 


iction 
ind its desig 
troublese 
couplings 

Three 
ible Iti 


ind 


iway 
] 


md 
models ire row i iil 
drycleaning, laundry 


gas-fired design. ¢ 


onven 
non-reversing models are 
ilso manufactured 

Additional details can be ob 
tained from the 
at 420 FE 


Kansas City 


tional 


manufacturer 
lUth St North 
Mo 
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Additions to Martin Line Introduced 





Nlartin 
Coin 
ot The 
chinery Co mine 
t the Model 
Perc Svstem. The 
\tractor 
] 


end pen-po 


9.0) 
rath 
embodi« il 
ket reversin 
inder ind is) mounted 
vibration 
Filtration eqpulpure 
ludes the Martin Pow 
Filterstill. The distillation | 
the stripping attac 
idditional 
still residue 
rh company ts ilse intra 
the Model 30 
ess” Filterstill This 
ind clarification unit has 
filterin 


spec il 


brine 


hinent wh 


Olvent trom 


ording to the 


with a 


Powder- ac 
filtration ‘The 
vdded ol 

feet 
floor 


manutactures 
! 


unit filtering area 


ipproximately SO) Scptrare 
rea ind will 


qquent filte cl 


permit requires 6 square feet 


itadeis irea 


Newhouse Introduces Four New Spotting Guns 


\ 


our 


new 


Handle ire 
and the 


ind materials 
were presented recently by the breakable 
Newhouse Company S827 San cooled 
Fernando Rd., Glendale, Calif. ings 
According to | | Newhouse 

president of the firm, the 


spotti uy vin hon 
tints ire 
through 

it both ends 
The designated All 
Purpose interchange ible 


bru h Del Af 


vented brush 


mode ] 


unis has 


ire new in design, construction ‘spray tip ind 


Gun No. 1 and Deluxe G 
No. 2 have ind) brushes 
The fourth Moisture 
Control und Soy Coun hia 
teel nonbreakable 
fittings incl Is 


jet tip 


model 


tainless 
tubing ind 
equipped with suction hose 
che ck 

Replacement bra 


vailable for all 


\ ilve 


3-D Letter Design 


Phree-dimensional sign let 


ters made by a new Process are 
offered by Trio Letters, In 
This proce doublk the tandd 
ard thickness of the letters at a 
ord 
turer. Mace 
finish, the wns 


withstand 


comparativels low ost, ace 
ing to the manuta 
tile like 
ire guaranteed = to 
the clement The 
i booklet on request 
to Trio Letters, In 31 Wood 
lawn Ave Aurora, Ill Atten 
tion of Dy k I 


with a 


a mul i 


turer ofte rs 


New Extractor Offered 


mm 


The Flow-Rinse I 
iVailable in) 40 IS 


tractor 
mad 60 
inch diameter has been intro 
1 by Fletcher Werk 13 
Clenwood \ ‘ Philadelphia 
P Phe destwned » that 
garments being rinsed are 
pletely 
solvent 

The 
ing features specially con 
tructed basket that 
leaning solvent to How 


hice 


tinnit t 
com 
bithitae ed Mi thre rinsing 


follow 


machine has the 
poriiut 
through 
brak 


nd 


the garments iitoniaty 


ig tutomaty eparation 


ilviage ol soap solution ind 
ent; large 


basket 


nation 1 i\ 


ritise iI 
le steel 
ther 


frown the 


motor, stain 
inferior bur 
tilable 


infor 


nianulacturer 


Butler Shirt Laundry 
| 


A shirt laundry is the 
iddition to the line 


, 
Cleaning and = finishi 





aner’s Clinic 


BY “DOC” FILTROL 





: . You Should Use DC Filtrol in 
Graying in 7/4 % t visseuk Your Process 


Charged System Cleaning 


In any drycleaning process, the use of 
DC Filtrol makes possible high speed 
production of the highest quality. While 
acting as an efficient filteraid, DC Filtrol 
continuously removes soluble and insol 
uble impurities of all types. It is con 
venient and economical to use 

WRITE TODAY !—For the latest lit 
erature on the use of DC Filtrol in all 
charged system processes. Then, try DC 
Filtrol and why it is called— 





It has been determined that the use of 


0 
a 4 ne 


charged system results in 
graying of 
lored garments due to the buildup 
of dissolved the This 
well National 
Technical 


rinse 


USING FILTER AID ONLY 


a tendency for rather high 


light c« USING DC FILTROL” 
solvent ; ; ; + 
the 


Drycleaning’'s 


dyes im 
re eee | 

subject 1s covered in 

Institute of 


Bulletin, 7 


7) 


Thus t is recognized that some 
discover 
method of removal 
bleed 
batch of cleaning Chouse 


etc.) 


dyestuff 





is required 


Since dyestuffs may sufhciently 


“The Choice of the Industry” 
from only one 


hold 


tionable 


GRAYING OF WHITE RAYON 


corduroys to result in obje« 


method for continuous control of 


of an absorbent 


distillation is not a 
Therefore, the 


per solv for 


graying practical 


these imy regular is necessary for main 


the 


irities use 


taining pr ent color production of highest quality cleaning 


DC Filtrol Removes Color Bodies 
pc 


dyestuffs so that garment graying is maintained 
Results of 


During a series of carefully controlled plant runs, it was determined that 


Filtrol efficiently removes fugitive 


minimun these tests are dramatically illustrated in the 


tilable from 
Company 

St Kansas City 
Butler birt 


tilable from Cyclotherm formation Jen-R-S8, is avail- by 14 inches wide and stands 
United States Radia ible trom ¢ Re Plough Car 1 inch 


Since the 
tor Corp., Oswego, N. Y. Called = man & Co., Inc., 70 Summit St 25 pounds, it is portable 
1725, this Brooklyn 31, N. ¥ 


at 2, 4, and 6 


Butle I now i 
7400 
No 


' 
haven ( 


on 


Division on legs unit 


we ighs 


rir] power package re Rings gallons 


vl " 
full 


tint 


a 
nite ’ 


four pres 
ito 
ml washer and 


The 
with 


extractor 
in a package 
folder 


other ace 


mark-in table 
truck 


hirt 
unc 


to the 


reacaraunt ve 


turn 


moat bevenr 


New Cyclotherm Boiler 


The sm 


iles 


illest WO hp fire-tubs 
un bn manutactured ic 


cording tk the 


118 


manufacturer, 1s 


im area of 20 square teet 


1 teet SL, 


nt foundation of 


qpuiire 
inches high 
stack 
unit can be 
fuel 


ivailable 


rv, so the 


mounted whe rever water 


ind 
The 
\ simple Hue vent is all that is 
iry tor operation at thout 
hh cible 


installations can 


electricity are 


unit weighs 3,550 pounds 


Hecess 


SO percent efficiency 
nultiple tint 
| 


New Water Conditioner 


Carman & Co., Inc has in 
troduced through its subsidiary 
divi 
ing product 
tid to 


insoluble 


ions a new water-condi 


Jen-R-S 


water 


which 
wtivate regen 

im An 
Junior 
atest 
Tash 
Prairie 
This 
features of 


Fable 


unit 


S gallon 
Dyv-CGester 
addition to 
lve 
Dallas 
has all of 
the 
The 


erate linnne soaps 


ne detergency and provide 
ite stain removal and antichlor 
ction in washing formula Al 

Jen-R-S 
table in 
stock 
ipplication or in 
direct addition to the 


available in 


ny 
is cle signed to he 
suitable 
wheel 


solution for unit 


use in solution for 
model 


with 


concentrated 


torm tor ing 


wheel. It) is two 


forms, liquid and bead of the digester 


lechnical bulletin R-8 


1953, containing complete in The tank is 


writing to advertisers please menfior The 


Tash Offers Junior Tank 


stainless 
lank Is 
the 
Works. 
County 
the 
larger 
LON 
thermostat 
trols maintains the temperature 
solution within 
one degree plus or minus F 
16 inc hes high 


the 
for 


the capacity of 
vat. A fixed drain 
the solution 
unnecessary to lift a 
solution at 


indicate 
digester 
draining 
makes it 
crock to dump the 
the end of a working day 


digester 


Two Colors for Drier 


stee | 
the 
line of 
Grand 
lex 
basic 
Twin 
heat 
con The new cabinet - front 
Westport drier featured by 
Hoyt Manufacturing Corp., 
Westport, Mass., is available in 
white or baked 


either green 


National Cleaner & Dyer 
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enamel according to Harry and circulation equipment in vester Companys The new Using l-inch tubular filter 
Hoyt, president of the firm. inexpensive unproductive areas, colors are Cumberland green, elements instead of flat screens, 
The drier is also designed with rather than in the working area Gulfstream blue Yuma cream the new hilters are designed to 
provision for steam heating if The system allows the and Cascade yreen Other be cleaned by  backwashing 
this is desired plantowner to increase produc- colors featured are Harvester Other features are; increase in 
tion capacity or to convert any red, Adirondack green, Black filtering areas as the filter pow 
single-bath Se« model to a Canvon black Che supe ake der laver builds upward flow 
New Sec Synthetic System dowbh bath operation without gray Apache vellow and Va ol filter solvent miulti-vane 
disturbing the existing system. lencia orang sludge agitator that scrapes off 
The new system has the breaks up and dislodges any 
following features, according to packed or hardened sludge 
the manufacturer: valving ar- New Hoffman Filters multi-port valve to prevent mis 
rangement to permit the oper directing the flow of solvent 
ator to batch certain loads which, in turn prevents con 
with i high percentage soap : tamination of the clean supply 
charge with single-bath mod ms spring-type device that assures 
els; suitability for such special positive seating of tubes in the 
treatments as  mothproofing ' , flue sheet 
waterproofing and sizing by , Further information is avail 
means of the “batch” system thle from the manufacturer at 
100) percent immersion of gat : 105) Fourth Ave New York 
ments; vertical agitation, 900 | N. ¥ 
rpm. extraction; no weighing 
ot loads and constant flow ol 
solvent through the load 
( omple te details are avail New Steam-Trap Bulletin 
Sec-o-matic Corporation ~ able from Carl Blackman, Se W. H. Nicholson & Com 


, ;' pany, 12 Oregon St., Wilkes 
drycleaning, according to ; France Ave Bloomfield, N > Barre, P 


nnounced a new = svste ' o-math Corporation > 


a has published a Tew 
Blackman, vice-president and bulletin, No. 853, covering 
veneral manager Nicholson industrial steam tt ips 

Designated the Sec Versa The bulletin feature steam 
tile System, it allows the com New Truck Colors \ comple te line of new dry traps equippe d with bellows of 
plete separation ot washer-ex Four new colors for Inter- cleaning filters, ranging in ca- bronze, Monel or stainless steel 
tractor and recovery units from national trucks have been an- pacity from 1,300 to 10,000 and bodies in bronze, semisteel 
the purihie ation and circulation nounced by \W kK Perkins gallons per hour, has been in ind cast-steel construction in 
system This nakes possible manager of sales Motor Truck troduced by { S Hothman sizes trom 4 inch to 2 inches 
the installation of purification Division International Har- Machinery Corporation for pressures from vacuum to 





Cheap imitations can't match 


DAILY DELIVERY TAGS 


Here’s why: 


For more than 20 years Daily Delivery Tags have 
given satisfactory service so why buy unproven 
merchandise. Don’t risk paying claims; use only 
the original Daily Delivery Tag made of Melo- 
strength resin-treated paper for extra strength 
and added protection. Insist on the best — and 
save money. 


Sold only through the best jobbers in the industry! 


Pittsburgh Tag Company 


1112 Galveston Avenue . Pittsburgh 33, Pa. 
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SOLVINK Eliminates 
Harsh, Dangerous Methods 
of Spot Removal 





ness 


tle action which 


directions 
Try 


from 


Solvink on 
your 
sample 





a money-back guarantee. 
jobber or write us 


Improper spotting can result in costly damage to ex 
pensive garments plus the loss of good cleaning busi 


Solvink is a special formula that works with a gen 
“soaks out’ 
paint and ink, without harmful pounding or rubbing 
And this scientific preparation is guaranteed safe for 
fine fabrics and fast colors when used according to 


stains of blood, rust, 


Order 


(Dept. 113) for 


free 


One set of 2 half pints—$2.25. 


Also economical pint, quart and gallon sizes 


VILLE CHEMICAL COMP! 


& sour aBounms 


VILLE CHEMICA 


And you can use these companion products profit- 


ably, too— 


® TANSOL for Tannin Stains 
© GREENZYME—Digestant 

© 1IODASE—for lodine Stains 

© $IZ-IN—Hat Size 


GREENVILLE CHEMICAL COMPANY 


Greenville, S. C. 


P.O. Box 1087 
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New Scale-Basket Offered 


lo Rd 

idded mecca 
cale-basket to 
basket 


j 


pip : 


hie \ titevel 
listributed 
Ne 


W THOSE 


iduated 


Hild Names Metscher 
Hlenrs Metscher base i 


umned the post of general mui 
wer of the Hild Floor Machine 
Company Chicavo ccordin 
to Fred ] Hild \t 
ent directors meeting, Mi 
Metscher was also elected vice 
ident 


pre sicte rift 


t re 


pre 
Startin is ial 
Metscher 


15 vear io 


Nir 


company 


sale 


the 


hilt 

joined 
He 

mauey 


has ilso erved 
is district m ind factory 
Mir 
vracle hoportant 
to the Hild 
mot cle velopment program 
The ilso 
nounced promotion ot 
ge Moore to the 
p Nir 
has been with Hild for 17 
as trathi 
He is succeeded in that position 
by Ravmond ] \ ith I voke 


superintendent vddition 
NMletscher has 
contributions | 


pr 
company las 
the 
position 
Moore 


year 


ot she 


anaes 


nost recently manager 


National Cash Names 
Gardner Sales Manager 
A <¢ 


Paved 


Owen has been 
ot ar 

hirn ale of The 

ash Rewister 

Ohio, to 


Pompkins 


irdnet 
ppointed 
hh 

nal ¢ 
Davton 
ite C. B 
Mr. G 
ptrhy 


} 
rhs 


SUC OE 


1 the 
1939 
nunager of s 
Pittsburgh, Chica 
Angeles. He will ne 
his headquarters in Day 


irdner joines 
isa salesman Ith 
served 


Akron 


Los 


iti 
na 
rake 


' 


“ 


on 


McDonnell & Miller Booklet 
Se le ‘ 
hte lie t 
ASM 


Requirements 


A 24-pae pamphlet 
tion and Sizing 
Valves to ¢ omplhy 
Boiler Cod 


Pressure 


with 


has 


been 


Donnell & Mille 


Spaulding 


The 


cop 


1 


for 


Ave 


companys \ 


es 
This 
1 
plete 
det 


output 


t inks 


hot-water 


booklet tries te 


{ 


ind tanks 


iinitire 


ques 


ind 


Prpeaeaaras 


" 


thi twp 
id heaters 


ressure 


publi hed 


supph 


heat ex 


by 
In 
Chicago, 
1 


i send 


tise 


urately 


» pro 


Mic 


SOON 


free 


vice 
data 
the 


t boile rs, 


Also 
he 
hanvers 


covered 


iters 


ind 


Butler Appoints Salesmen 


pan 


new 


Butler 


Vv, Kansas 
nounces the 


sale Stnen 


Manufacturing Com 


City 
ippointment of two 


and One 


Mo 


transler 


in its Cleaners Equipment Divi 


John 


Bellanis 


formerly 








'T PAYS TO ASK 


“1S IT PAID?” 


WHEN SELECTING 


BUSINESS PUBLICATIONS 
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National Cleaner & Dyer 
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has 
includ 


office 
territory 


Atlanta 


taken over the 


the Butler 
ing eastern Mississippi, central 
Alabama 
ties in northern Fle rida 
H. Merrill has 
sale sman tor the 
Barrett H 

rred from 


stern 


ind coun 
\W illiam 


ippoints dl 


nd western 


heen 
Indiana terri 

Lattner 
Indi 

Michi 


has 
in 


ith 


New Diamond Divisions 


Promotion of two executives 


to vice sidencies and forma 


ion of 


LIVISIONS ul 


pre 
twe ie W iuntonomous 

Diamond Alkali 

mpany, Cleveland, were 
ynunced by Rav 

president 


W. H 


] 
tf sales has 


N10C 
1 elected vis 
ge of 


manager ot 


bee 
president in sales 
C. | 
the 
plant in Ho 
been elected to th 

The 
utonomou clivis 
Plasti 
( hemi als 


Geisinger i 


Lyons, work 
Diamond = electrochemical 
iste ilso 

reated 
of the 
ind Agri 


I ivision 


twe cently 
1OnS 
company are 
cultural 


with A. | 


preside nt is 


Vice 
general 
Chromium Chemical 
with Frank W 
Since 


manager 

Division 
is vener il 
Mr. Jarvis 


Diamond 


Jarvis 


Mar rer 195] 


president of 


is been 


Magnesium Co 


Dia 


mond 


Alkali 


i subsidiary 


ot 


Pantex Unit Wins Contest 


inh 
wel 
nit, 
\I il 
Paw 
ot 


Pow 


hirins 


™ 


(> 


FRANK 


Top honors 
i recent 
( wecorded 
o, chief « 
mfacturing 
tucket, BR 
the new 
er Unit 
new 


The contest 
Applied 


nationwide 


NLT 


Pantex 


drvcleaning 


LORNITZO 


ind first 


Frank 
of P 


to 


place 


contest 


Lor 


tex 


Corporation 


ind cle Sine gT 


pre 
Was spons 


Hudrauli 


the (ualifey name 
is your guarantee 


Hydro 


featured on 


An 


thre 


foam press pad 


The press pad thot is engineered to 


THE PAD WITH LONGER LIFE deliver better pressing at low padding 


cost. Gucranteed for 4 months. 


METAL EYELETS in the napped cover 
allow wire (furnished) to be laced 
tightly, thus preventing pad shifting 


and resultant pod domage. 


METAL RODS cre incorporated along 
both sides of the pad insuring an even 
pull along the entire surface and sides 
eliminating scallops. Quick vacuum and 


steam action is ossured 


THE QUALITEX LINE IS 


SOLD BY LEADING 


DISTRIBUTORS EVERYWHERE 
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best 


mainte 


determine the design, ap 


plication r of 
ind 


ISS 


I} 
rhe 


nanee 


hydrauli pneumatic com 


ind 

winner was 
October 
nationally ki 
the fields 


hydraulic ind pneun 


ponents mblies 


SVS 


t 
tCThs ith 


nounced Judges 
were vuthori 


ties inh 


ipplied 


power 


Takamine Elects Officers 
The board of 


lakamine Laboratory 
Clifton, N ] has 
following — officers Homer 
Fritsch was ds director 
Katharine McMahon Takamine 
executive vice-president Suc 
ceeds the late Eben T. Takamine 

presic nt ind Hilda I 


secretary 


director 
Tre 
ted the 


ek 


Thaline 


mas was elected 


Fleetwood Plans Expansion 


of Fleetwood 
with 
Pa 


bn en 


Reorganization 
Airflow, In 
Wilkes-Barre 
Anu le s 
The company 
( hase d by 
ists headed by 


Nir 


rah 


plant: in 
ind 
has mMnowmncae 


was recently pul 
i group of industrial 
B. C. Banks 
Banks was ele« 
ot the 
ind president of the 


Other 


ted chai 


board ot director 
company 
othcers Il 


Joseph 


Williams, director 
Oscar \ 
Vice president 

E. I 


ind director 


ind trea 
Beasley Ir 


retary 


urer 
ind see 

Vice-pre sident 
Schmidt 


Chrisman 
Joseph J 


director and vice president ul 


manufacturing, and 
Stanley, 


issistant secretar 


charge of 
Michael ] 
und 


issistant 


treasurer 


Murphy Joins Speed Check 


RALEIGH C. MURPHY 


Raleigh ¢ 
staff of 
Tix At 


Appointment ol 
Murphy to the 
Pha Speed Check Co 


scTVIce 


QUALITEX® ptastic tumbler pad 
for dry cleaning tumblers 


One piece flexible 
plastic. Tough, yet 
smooth as silk 


Heavy one piece soft 
felt pad. Wrinkle free 


Snap fasteners for 
instant installation or 
removal 


fit assured. 





FILTER BAGS 


Quolitex filter bags are available 
in either Cotton Duck or Nylon. 
Both are pre-shrunk and con be 
safely laundered and ore de- 
signed to fit properly. All bags 


QUALITEX® 
press machine cover 
for dry cleaning presses 


made of Ashestall 


sewn with Nylon thread. Nylon 
bags not only outlast Cotton bags, 
but permit a more thorough “back 
wash," thus eliminating frequent 
bag changing 


SOLD THROUGH DISTRIBUTORS ONLY 


products company 


5760 W. Grand Avenue, Chicago 39, Illinois 
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Dry Cleaners All Over re Nope ens Fagg or 


pre sident 
phy has been associated with 


The Country — Say the industry since his return 


from Army service over eight 
years ago and brings technical 


"Call MAC Laity First skill as well as practical experi 


ence to his new position 
They can help you choose the right kind of 
delivery body --designed for YOUR needs” 


Flexonics Promotes Three 
MONTPELIER DELIVERY VEHICLES 
DESIGNED FOR THE DRY CLEANER 


Montpelier Offers YOU 


RICHARD H. SABEL 


@ MORE DRIVER COMFORT 


Curb height step. Comfortable seating. 
Better driver relation. 


GREATER EFFICIENCY 


More head room. Easier handling 


MORE FLEXIBILITY 


Adaptable to any type of loading. 


MORE PAY LOAD 


Carries more. Earns more. THOMAS K. WELLS 


MORE ECONOMY Appointment of Thomas Kk 


Wells to the newly created 
post of general sales manager 
of Flexonics Corporation, May 


GIVES YOU EXTRA HEIGHT 


wood Iil., has been announced 


FOR THOSE LONGER GAR- : by John F. P. Farrar, presi 
dent. Mr. Wells has been with 


MENTS TO IMPROVE YOUR | the company for 12 years, most 
! recently as sales manager for HOWARD W. GRIESBACH 


CUSTOMER'S SATISFACTION es the Bellows and Aircraft Divi 


sions Bellows Division, and Richard 








At the same time, Howard H. Sabel was appointed to an- 
W. Griesbach was named as- other new position, that of 








sistant sales manager of the sales development manager 


MONTPELIER SIDE 
AISLE Models avail 
able in 4 sites on 
hassis of ', ton and 


larger Two Street's Technicians Begin Fourth Year 


This Model 405 SID 
AISLE unit recent 
exhibited at Nat 
nstitute of Cle 


& Dyeing. ( 


for Full Information 


Phone Wire or Write Today ye 


PLEASE SEND ME ADDITIONAL 
INFORMATION ON ABOVE DELIVERY TRUCKS. 


NAME __ = 
aoe nee le Herbold 1 Phil Mr. Herbold 

( Iwacle eTootd im hi organization I CTDOKT Was 
CITY STATE Dantzker have begun their engaged in the drycleaning in 
Sle) pg Ji814 ae Vela Vengil di. (cummetel lay. bd fourth year in the field service dustry in Cleveland and is well 


SPECIALIZED MOTOR VEHICLES ~ RK R. Street & Co. Ine., — og ov = toe 
MONTPELIER OHIO Chicago problems faces vy drycleaners 


Before joining Street’s field in his northern Ohio territory 


PHIL DANTZKER CLYDE HERBOLD 








National Cleaner & Dyer 


rs please mention The NATIONAL CLEANER & DYER 





eastern 


Pittsburgh 


vestern 


has also seTV Iced 


Harttord 


Connecti 


headquarters in 


has serviced 
Massachusetts, Vermont, 


has New Hampshire and Maine 


and Pennsyl- Conn., 
Vania 


Mr 


cut, 
Dantzker 


who 


Hoffman Names Two Branch Managers 


a‘ 
t 
HAROLD F. WILEY F. B. WEBB 

F. B. Webb 
branch Inanager in 
for Ss Hoffman 
( orporation Ne . 
transferred to 


formerly He is ot the 


Central Louisiana Cleaners and 


past president 
Cincinnati 
Machinery 
York 
the 
pany’ s Dallas office is 


He 


Ie Aas 


Laundries Association 
Harold F. Wiley 

named manager of the 
Western — district 
north- quarters 
Oklahoma. Wiley joined the 
Webb has been associated as West Coast salesman 
the leaving the Army 

for the past 15 vears as a plant he associated 


solidated Laundries 


has has been 


Hoffman 
with head 
Anveles. Mr 
firm 1947 
after 
to that 
Con 


York 


been com 


brane h 
manager will CONET 


in Los 


eastern and 


Mr 


with 


ith 


drycleaning industry Prior 
with 


Ne Ww 


was 


manager and as a plantowner 


Haertel Appoints Two Sales Managers 


LEE BARKER FRED CLINE 
Walter 
Minneape 


two nev I nage 


Haertel pany, ment, dehumidifiers and other 


Alter 
Haertel cor pany u 
1946 as a field engineer, Mr 
Barker served is i 


tblished mechanical equipment 


nent joining the 
posit ms 
expanding 
Lee 
i sale 
1¢ il 
company 
f 


stant 
Barker manager 

Fred 
moted to 


of 


ct mpany Ss 


Mhinawe 


Cline | 
sale 
merchandising 
lime ot 

| 


and aay 


equipmer t 
He 


merchandisin 


harge charge the 


ault 


quip 


fur cleaning 


equipment, tur leaning ¢ supplies ertising 
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When writing to advertisers 


pPaseessens™ 





if you 
have 








PRESSES 


BILLMYRE 
DRYSET 





you need 


wl \ 


2 presses 4 presses 6 presses 





Model 27-8 Model 4-8 Model 6.8 





14” dio. x 27” high | 18" dio. x 44” high] 18” dia. x 47” high 





$250.00 $335.00 $425.00 








Compact, fits Dial-type water-level indicator for posi. 
press table 


ily removed for quick 


under 
tive overflow protection, exclusive with 
Oryset 


seconds for easy maintenance 


top eo 
Clamp-held top comes off in 


servicing 





Saves steam. Powerful suction fan dries garments ready for imme 
With Dryset you 
do an hour's pressing in 45 minutes and buck stays cool. Result 
All Drysets designed 
Other models 


Wess” 


plus 
all these 
features... 


diate delivery before removal from press buck 
longer pod life, increased employee comfort 


for minimum space, troubie-free operation serve 


up to 250 presses 





——— 


\ 


LAMSON CORPORATION 


1010 Lamson St., Syracuse 1, N. Y 


N 


Please send me complete DRYSET Bulletins and a plant survey sheet 
! have (or shal! hove) pressing machines 
Nome 

Company 

Address 


City Zone State &® > 


Lowe mawaenwaneaees 
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that teams up with the drycleaner 


to provide him with dependable 


color-craftsmanship on all items of apparel 
and household furnishings — for 
service, for pride, for profits 
A 
Pd 


Y Write, wire or phone for 


, a details and promotional 


\ 


material without obligation 


Gnoral Dyung Co: 


MEMBER GARMENT DYERS GUILD OF AMERICA 


818 Dorman Street indianapolis 2, Indiana Phone Imperial 3445 


VIKING... 


The Rotary Pump Built 
to Create and Retain 


YOUR 
CONFIDENCE 


The building of a piece 
of equipment to win 


your confidence is the 





aim and purpose of 





every Viking that leaves the factory 


Confidence can only be won and retained with a 
pump that will actually go out and do the job it is 


sold to do 


Look to Viking for the pump that builds confidence 
A self-priming, simply and ruggedly constructed pump 
suitable for delivery against dis 
charge pressure 
Write 
803Q. It will be sent immediately. 


7 # Viking 


today for free bulletin 


Pump Company 
Cedar Falls, 


lowa 


ties. He 
iftter serving 
He has held 
vith the company 
held the post ot 


mages 


d the firm in 1945 
with the Navy 


positions 


poor 


various 
ind recently 


sales 


issistaunt 


Remington-Rand Offers 
Machines on Lease 


line if busine SS 
offices 
available on a 
through ‘ 


ounced by 


Its entire 


machines and equipment 


now le us 


MASTS new plan an 
Remington Rand 
5 Fourth Ave., New York 
The lease plan agreement 
mtains a pure hase 
which all or a 
the 


may 


option 
clause under 
substantial portion of 
unounts paid for rentals 
be applied against purchase of 
the machines or equipment at 


regular prices. Certain types of 
taken as 


trade-ins on purchases of new 


machines ordinarily 


equipment will be subject to 
consideration if the 


Allowanc cs 


the Sule 
customer desires it 


will he 


ch iue 


against rental 


ipplic d 


The company’s Business 
IF thie reney 


all leased equipment 


Equipme nt services 
ippls to 
servicing of 


This covers regular 


ill machine s plus 
call facilities 
Leases on new units extend 
for original periods of 12, 18, 
24, or 36 ¢ 


with 


emergency 


onsecutive months, 
i minimum rental period 
requirement of two-thirds of the 
lease time 


THANDIE original 


Lease s,s can bn revi wed for ad 


ditional yearly periods 


Merchants Adds Warehouse 


A new warehouse at 4007 
Crittenden Dr Louisville, Ky 
added to the 
facilities of Merchants 
Chemical Company, Inc., New 
York, according to Lemuel Skid 
more, president 


has been distribu 


tion 


war»e house will 
Merchants 
chemi als, 


The new 
carry the complete 
lime ot industrial 
drycleaning 
plies. C. M 
district 


vill 


ind laundry sup- 


\lorgan is acting 
manager of the Louis 


territors 


Vic Holds Educational Clinic at Minneapolis 


Displays ind demonstrations 

hlighted the 
clit tt sponsored by Vic 
ing Machine Co 1313 
thorne Ave., Minneapolis 


Plantowners and 


educational 
Clean 
Haw 
Minn 
operators at 
tending the two-day clinic 
thre Vie LOO pound 
veleaning unit and the 


line ot the 


Saw 
automathe 
com 


COMMpPAany s 


le ARETE Phhic | 


tines, boilers 
ind other 
duction equipment 
1m luded { ilks 
by several leaders in the 
try The photogr iph 
shows P ( MeCutcheon of 
Dow ( he riil il ( 


spoke on “Opportunity 


spot 


ting pressing pro 


The program 
indus 


ibove 


is he 


Needs 


Onpany 


Promotion 


Executive Advises Executives 


Minutes ot 
hecker ( 


leaners and Michigan Cleaners 


a recent meeting held for executives ot 


Chicago, in- 


clude many points that may be of interest to others in 


‘aning industry 
offered the 


the | le 
Cleaners 
joo 


lL. Regular 


weekly 


Louis 
following 


meetings 


Hollman of 
profit-building 


Michigan 
sug 
help 


for executives 


produce ideas for improving business, quality of service 


and economy of operation 

2. Since economy is 
operation, try to pay 
Getting competitive 
youre paving low price 


sure that materials are 


a top factor in 
the 


prices 


not being wasted 


a profitable 

price tor supplies. 
aid in finding out if 
also necessary to make 
Wasting small 


lowest 
is an 
It’s 


National Cleaner & Dyer 


» NATIONAL 


CLEANER & DYER 








you’re way ahead of 
the game when you 


SPECIFY 


| wish you'd quit referring to me as a pickpocket, Mr. Blackford.” D X 


canvas baskets, trucks, hampers, 
extractor covers and bags 











amounts of gas, fuel oil, steam, hangers or bags can add 
up to big losses at the end of the fiscal year. Since the 


percentage of profit in the cleaning industry is small FROM YOUR DEALER 


it must be watched carefully. 
3. Cooperation and understanding build goodwill Cc. R. DANIELS, INC. 

If you see that someone isn't doing his job properly DANIELS, MD. 

its a good idea to find out if he really knows what is 75 West Street, New York 6, N.Y 

expected Talking things over is one way to clear up 549 W. Randolph S1., Chicago 6, II! 








loubts and solve a problem And ho job Is too nnim 





portant to interest the successtul executive 





4. You can gain the respect of your employees by 
setting «lt good example The executive who wa clock- 
watcher can hardly expect to get a good day's work 
from his staf 

5. The top man in a business can't depend blindly 








upon his SUPerVISOrS | requently a person who Way 
appear to be loval and trustworthy—a good worker 
may not he doing i topnotch job That's where the 





personal alertness of an executive comes into play. It's 


up to him to ensure the ethic iency of his ( mplovec S SAVE UP TO 50% 


Jack for Forcing Jobs “COSTS... CONTINURAIL 


FREE BOOKLET OVERHEAD RAIL SYSTEMS 
SHOWS HOW! FOR COMPLETE & PARTIAL SYSTEMS 


@ We provide the inexpensive patent- 
ed fittings . . . priced as low as 
75¢ each. 

@ You provide your own %"' or | 
ordinary pipe. 

@ You install-it-yourself. No welding 
...No threading... No machining! 


PULLEY 





Free planning service! 


MAIL COUPON TODAY! 


Without any ebligation te me, please send complete 
information on CONTIN-U-RAIL Overhead Rail Systeme. 
ILLUSTRATED 


, INSTRUCTION Nome of Firm 
Among the plant tools there is very likely a screw FOLDER 
jack or some other kind of jack, also an assortment of ee ee ee iain 


metal pipes These are all the tools needed for doing a you con instell - it - yourself Nene 
wring wrench end screwdriver 





Address 


wide range of forcing iobs such as forcing sheaves, bear- 
ings, gears, pulleys, etc., on to or off of shafts 
This sketch explains without further words how 


easv it is to take care of a job of this kind by means of 4 ud 4 4 MACHINE COMPANY inc. 


a screw jack and ordinary standard pipe 14th St. & Lafayette Ave., Kenilworth, N. J 
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WE 


Recommends that you Plan Now— 
For 1954 FUR STORAGE & FUR CLEANING PROFITS 


= , 
* 1 Lm tte 

A Fur Vault such as illustrated will make Extra, Worry- 

Free Profits for you. This Vault was planned, manufactured 

and installed by ‘‘Reliable’’ engineers and has returned 

cost to owner MANY TIMES OVER in a short period. Let 

Reliable" do the same for you. 


For additional information, and FREE ENGINEERING Services, 
write to RELIABLE. You will be well rewarded for your 
foresight. 


RELIABLE MACHINE WORKS, INC. 


231 EAGLE STREET BROOKLYN 22, N. Y. 





THE KISCO INDUCED 
DRAFT BLOWER 


ELIMINATES THE NEED 
FOR TALL 
SMOKE STACKS 


Which Are 
Costly to 
Erect and 
Expensive 
to 
Maintain 


A complete Packaged mit, entirely automatic in operation, is 
on boilers trom $ to 100 H.P. This unit will 
mainntam desired set draft with no fluctuations due tw climatic or 
wal conditions, On automatically fired boilers, blower starts in 
of tuel burner to purge furnace of any unburned gases 
As soon as desired boiler pressure ts reached and automatic burner 
shuts off, the Kisco Induced Dratt Blower also stops, thereby main 


ery easily mstalled 


chamber. This effects big 
cooling of furnace due to stack 
tm operation. Furnished complete with 
cabinet 


combustion 
tuel savings sot eclominates the 


taining temperature im the 


dratts when fuel burner is me 


all electrical cotrols im separate steel 


WRITE FOR COMPLETE INFORMATION 








KISCO BOILER & ENGINEERING CO. 


2414 DEKALB ST., ST. LOUIS 4, MO 


When writing t 


Annual Cost of Steam Leaks 


- Here is a chart that 
will be found useful for 
estimating the annual cost 
of steam leaks. For ex- 
ample, the dotted line 
drawn slantwise across the 
chart tells us that if the 
diameter of the leak is 0.1 
inch, and if the fuel costs 
$4 per ton, the annual cost 
of the leak is about $280. 

First estimate the size 
of your leak and find the 
corresponding figure in 
column A. From that point 
run a straight line over to 
the cost of the fuel per 
ton (column C). The inter- 
section of the line with 
column B gives the an- 


LEAK INCHES 
ae a wenee eee 


+ 


4-404 


DIAMETER OF 


a+b 


FUEL COST 


D Hb -bod~ Hate 


nual cost of the leak. 

If all the leaks in your plant, added together, to- 
taled a hole whose diameter is one inch (the limit of this 
chart), connect that point in column A with the cost of 
your fuel per ton (column C), and column B will show 
what those leaks are costing per year. At $4 per ton the 
loss through those combined leaks amounts to the 
amazing total of $30,000. 

For the sake of simplicity, this chart is based on 
“average steam pressure.” It is true that the amount 
of leakage varies directly with the pressure, The greater 
the pressure, the greater the loss of steam for a given 
diameter of leak. 

Should you wish to figure more accurately, based on 
your own steam pressure, here is an excellent rule: 
“Square the diameter of the opening in inches, multiply 
that by the absolute steam pressure in pounds per 
square inch, then by the cost of fuel per ton in dollars, 
and then by 29.2.” The result is the annual loss in dol- 
lars. This rule is based on the assumption that one 
pound of fuel will evaporate six pounds of steam 


Standards for Cleanability 


Continued from page 110) 


need for wetcleaning is deemphasized, we shall in time 
lose the very real advantage of our craft as drycleaners. 
With the rapid conversion to charged-system cleaning 
1 should think there would be much less reason to im 
pose upon textile producers the need to make things 
“launderable” in addition to the requirements of dry 
cleanable 
Rayon and Acetate Standards 


\ big step forward in standardization which affects 
our industry was made last year in the adoption of 
minimum performance standards for rayon and acetate 
fabrics by the American Standards Association. We 
strongly supported this project out of a conviction that 
our relations problems will never be satisfactorily solved 
until we are equipped with recognized tools of meas 
urement 

The project was sponsored by the National Retail 
Dry Goods Association in 1948 and was supported by 


? 


some 32 organizations representing all fields of interest. 


National Cleaner & Dyer 


advertisers please mention The NATIONAL CLEANER & DYER 





The standards COMpris¢ 51 different end-use categories ee ” 

of fabric. Each standard or category specifies the mini F S- -T- 0- ? Guard” | ” Probiems 
mum properties re quire ‘d under each of three classifica 

tions. These are “washab 1 ‘wash at hand te mpera 

ture” and * v thee leanable.” Under the latter classification 50% 

the shrinkage limits and degrees of colorfastness to dry EASIER 


cleaning perspiration sunlight atmospheric asses TO THREAD | 


etc., are spe ified \ 
With the adoption of these standards we have gone | Sna-Pon...Stays On! 


a long way toward taking some of the guesswork out 
of what properties a te xtile should have to give reason 
ably satisfactory performance in use. 2 z 


tes 2 fact’! The patented construction 
f this special trouser guard assures 
s swaying on the hanger SNA 
PON can't buckle or ship Heavy 


construction assures rigidity, rg 





id cubular shape holds fem 


And thi deluxe advantage 


PLACES “snaps + 


FIBRE BURSTS 


PREVENT 
need for a cron 


NORTH CENTRAL 7 pene,” ees => _ SLIPPAGE 


STAYS ON'= just suiot ® 
ON AND 
PRESS DOWN ? 
 SNA-PON is boxed for @ sev 
in terege. toch NA-PONM 
is epproximotely \y-inch 
round—pocked 2500 te certen 
Carton size is 25° ze "216%" 
R. E. Krogstad plans to con he | Cleaners and Laundry oo Shipping weight, 40 Ge 
i drycleaning plant in establishment Wilmington % 4 ’ NOTE With production at capacity 
\l Lak Mir Ohio See : all orders will be filled in the order 
WOE ike inn rn , senaived 


Contact Your Jobber, Please 


Llovds Cleaners and f riers Grand opening of a drive-in , 
ovds eaners an urrier a _ RS TILLERY CONTAINER CO. 


innounces its opening in a new curb service was celebrate P 

location at 12th and S. Grand, Park Ridge Cleaners and Dyers, 6000 WILSON AVE. KANSAS CITY 23, MO 

S| ringhe id il 28 Busse Highway Des Manufacturers of Quality Trouser Guards 
Plaines, Hl. Paul Sulak, son of 


the owner and general manages 
Carl Schelin, owner of Model of the 


Drv Cleaners, has installed new 
equipment in bh Le Mar 
lowa plant 





firm, has modernized the 
plant ind has installed new 
equipment 


7 Riverview Cleaners has opened 
More than 500 people attended 


i new drive in drycleaning ind 
the grand opening of Klein 


laundry station at | Seventh 


. , 
hmidt Drive-In ee, —_—s ind Lafayette, St. Paul, Minn 

pl ocust te ng 

plant, 2104 N. I - PMNS. Richard Lundholm is the 


Ill. Ben and Sid Ratskoft are the 
proprietors 


owner 


O'Dea's Cleaners, Toluca, UL, 
has opened in a newly re 
modeled plant after its tormer 
plant was destroyed by fire 


New equipment has been in- 
stalled by W. ¢ Bussing, Ir 
owner of Excello Cleaner 
Fifth St., Evansville, Ind 

Raymond Thiss has sold his 
ope Whetstone Cleaner tC the other partners, Dr. Robert 
I ‘ N Sandusky Ave ppet Denner na Peter \I Rauen 
Sandusky. Ohio 


Formerly known as Continental 
Peerless Cleaners, the cleaning 
Ave., Des Plaines, IL, has pur establishment at 60514 N. Main 
chased new cleani equip- St.. Bloomington, UL, has been 
ment renamed O'Neill's Dry Cleaning 
Service by Madeline O'Neill, 
‘ W; & orpo the new proprietor Miss O'Neill The most Practical and = oo oo oe oe oe — 
— " ned . = hs Cl. nh pure hased the business trom H TP or it ee i ee Frime-savens 


ind Shirt Laundn In in ©. Cobb tem for transporting gor- "79 Walnut St., Montclair, M. J. 
( B \ , ue ee ae 
Teen iv is 


Service Cleaners, 1406 Prairie 


= 


EGENTLEMEN: Please send without § 

obligation ur FREE boobtlet on 

Augusta (Ill) Cleaners has in- Hite SAVERS. Hi-Speed nary 

Opening of the Wakarusa (Ind.) stalled new drycleaning equip ‘ — 
Cleaners was planned for Sep- ment pNAME 
tember 17 by Harrs falstor r 

vner grin NAME 

, 4. J. Johnson, owner of John- TIME SAVERS, INC. i 

on’s Shoe Rebuilders and Spi: ADDRESS 

Kenneth D. Holman has pur- and Span Dry Cleaners, 123 | 83-99 WALNUT STREET gcity STATE 


chased — the interest of his College Ave., Appleton, Wis Y | 
partner W ] Norvell im othe has modernized the store front MONTCLAIR, NEW JERSE ane OF JOSSER 


Tr tt 
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STOP COSTLY MIX-UPS 
ON MULTIPLE ORDERS! 


’ 4 
lodhes Lasd Longer Clean 


in 


Eliminate time and money uming 


delays, driver mix-ups, mconvenience 

claims, etc. with TWIST-EMS Hanger 
Ties. Just a quick twist-of-the-wrist 
and GROUP ORDERS are LOCKED 


con 


oa SINGLI 
These handy 


a a 
lodhei Luth Longer 


istomers, too! 


" A af 
Clolhes Lo 


SECURE UNIT 

wire re-inforced paper 
tapes are faster and easier to use than 
cord or other tying methods, and their 
colorful, attractive appearance pleases 


Ask your Supplier or write for 


Free Samples and new LOW Prices 
Include Name and Address of your Supply House 


> 
Vist.ams pivis* 


Dept 


| 
i 
¥ 


" 


sy 


3 


Los Angeles 





21 


So GERMAIN’S, INC., TWIST-EMS DIV. 


N.11 Colifornia 


NU-WEIGH ECONOMY HANGING SCALE $39.75 


Ideal 
by Dept 
anywhere of 


hbasket-scale 


ot W 


tor 
and M 


NEWHOUSE CO. 


selling’ service 
Capacity up « 
order stand for $15.00 


by weight, 
100 Ibs 


See 


approved 
Suspend 


your jobber 


3827 San Fernando Rd. 
Glendale 4, California. 


adverftis 


ers 


please ment 


T 





We want 30 


exclusive 





DEALERS *.<" 


1. “TAG FAST” NUMBERED TAGS 
2. “NO WRITE” INVOICES 
3. CLEANERS AUTOMATIC STAPLER 


For complete information write 


Flash Fast Marker Co. 


994 Dover Ave., 


Akron 20, Ohio 








f his establishment and has 


idded new finishing equipment 


A shirt laundry has been added 
to Olde 1953 
Maple ~ Ohio 


Towne Cleaners 


Ave » Zam S\ ille 


Cleaners, Chicago, 
from 1907 E 
79th St 


Preferred 
Ill., has 
79th St 


Thhve d 


to 1I9IS I 


Uptown Cleaners & Launderers, 
Milwaukee, Wis., has opened 
its seventh unit, opposite the 
Southgate shopping center, The 
ompany plans an eighth store 
in the Bay Shore shopping cen 
ter on N. Port Washington Rd 


Mr. and 


owners 


Mrs. 
ot 
have 

for 


plant 


Virgil Bryant, 
New Method 
purchased new 
their Mit. Ster 


Cleaners, 
equipment 


tl] 


ling 


Construction has begun on an 
iddition to Reed's Dry Clean 
ing, 418 W 32nd St Ashta 
bula, Ohio. The plant is owned 
by Mr Mrs. Vance Reed 


ind 


M. 


h ive 


Victor 
Asa 


King and Catherine 
Busy Be ‘ 


purchase d 


Fred 


cer 


A. Boothman, sales man- 
for Owl ind = College 
Cleaners, reported that a 
$30,000 modernization program 
been completed. New 
equipment has installed 
in the firm’s main plant at 1625 
Del Paso Blvd., North Sacra 
mento, Calif 


has 


has 


bee n 


David V. Jolly announces the 


purchase of Modern Cleaners, 


Fashic nh 
Sth St., 


formerly 
at 4961 W 
Ill 


Cleaners, 
Cleaners 
Oaklawn 


Cleaners, Charleston, 
sold to Budget 

Prairie, Mo., 
owned by ] I Bruce and Bob 
Bush. Mr. Bush will manage 
the Charleston 


Liberty 
Mo : be en 
I aundry, E: 


has 


ist 


establishment 


Edgewood Dry 
Cleaners will be opened on 
State Kd... Ashtabula, Ohio, by 


Ronald and Robert A. Severa 


The new 


. = 
lailors 
brating 
busine SS 


Locus Cleaners and 
Collinsville, Ul., is cele 
its forty-fifth vear in 
The establishment is 
operated by Leonard Locus, son 
ot the founde a ind DD ( 
Grimm, his brother-in-law 


Clara and George Hartz have 
sold their | in 
Mascoutah, Walter 
Hasse brox k, nployee 


cleaning business 


Il] to 


i former ¢ 


Rod Zivney and Bob Kantors 
have purchased Quick Cleaners, 
located on Highway 30° and 
County Trunk BB, Oconomo 
Wis., from A. C. I 


Wit ine 


Hill City, Kans., 
Mrs Bob Spe nee 


from Mr. and 


Cc. W. Gorman is 
owner of City Cleaners, Ma 


bank, Tex. He purchased the 
business from Parker Melton 


the new 


Raimond Cleaners, owned by 
Mr. and Mrs. Edward Raimond. 
has opened in Atascadero, Calif 


National Cleaner & Dyer 


The NATIONAL CLEANER & DYER 





Enloe’s Cleaners, 121 
mill, was destre 
OOO fire that vept through a 
half block t the downtown 
| itl pa iz ! SITIO'SS i 


Kings- 
$100 


Spic and Span Cleaners, Medi- 
cine Lodge Kal owned by 


Maurice Ghere ha reopened 


A new valet service has been 
opened at Ra Market, 3351 
Tweedy Blvd South Gate 


( lif 


Announcement has been made 
of the purchase f Kennedy 
Dry Cleaner IOS oN Vhird 
St Pemplk Ie by Jj. ( 


Hamill 


4 fire destroved the City 
Cleaners plant, owned by Nor 
val Starr, Nickerson, Kans. Loss 
t O00 


<— ' 
was estimated a I 


Frederick Tillinghast UN has 
opened Bachelors Haven i 
adrvi le ining 
the Sunset 
Calif 


establishment on 
Striy Le Angeles 


Bill Bryan has announced the 
purchase of Cloud Cleaners 
Garland Ten from ¢ I 

Cloud The firm new 
will be I ishion ( le mers 


rhaliie 


Garnett Cleaners, Ottawa, 
kK itis has hee 1 old by Bill 
Livingston to Revs ind Mrs 
Phil Wahl 


Construction has begun on an 
iddition to the Zen 
and l 
ind Columbia 
cording to I I 
preside nt 


ith Cleaners 
winderers plant, Carroll 
Dallas Tex it 

Milholl ind, 


Albert Darsa has announced 
the opening of Pr ‘ Albert 
Cleaners, 6806 La Tijera Blvd 
Ingle wood ( ilif 


Parisian Cleaners, owned by 
Mrs. Bertha Crider and her 
on Alton Crider ! ope ned 
it 2401 Stonewall St ( 


ille, Tes 


sreen 


NORTH EAS 


Joanne Cleaners and Dyers has 
opened ai 19 Newbridge Rd 


Least Me idow, N.Y 


A new M-L Drvycleaning plant 
to replace one destroyed by fire 
has been comple ted at Chestnut 
ind Fifth Sts Shamokin, Pa 
Morris Lashay, the owner, plans 


For November, 1953 


Wher 


Robbie 


Comer Cleaners 


Johns has purchased 
809 Broadway 


Plainview, Tex 


A new front is 
Daniels Cleaners 
St., Kansas City 


planned for 
900 N. 18th 
K itis 


Princeton Head has purchased 
Huthman Cleaners, Crane, Tex 
from Mr. and Mrs. Hugo Hutt 


Thanh 


Margaret Clutter has 
Margaret's drv« 
lishment it 729 


Jolla, Calif 


opened 
leanin estal 
Pearl St La 


Mr. and Mrs. Jim Schelin and 
Buck Albertson 
American 
Salon 
opened an 
Kan \irs 


ve the new 


owne:! ot 
Cleaners and = Shirt 
Hutchinson, Kans have 
office in Nickerson 


Schelin will man 
substation 


H. KE. Speer is the new owner 
of Gulf Cleaners, 618 23rd St 
Galveston Pex, Mtr Speer pul 
chased the business from W. |] 
Cuthri« ind ] M. St. ¢ lair 


Paul W. Plannette 


I Phompson have 


and keith 
innounced 
the dissolution of their partner 
ship in Dependable Cleaners 
Yreka, Calif 


Oriental Cleaners-Launderers, 
Dallas, Tex is celebrating its 
ixtieth imnmiversary Ott 

Herold, the founder is chair 
the board ind Alvin 


Is pre sic nt ot 


man of 
Herold 


the « ompany 


his son 


Mr. and Mrs. Jack 
nounce the sale of lip l 
Petaluma 


their son, Les Rosen 


Rosen an 


Cleaners 


Mrs. B. B. McNair has joined 
her brother, David Welch, a 
1 partner in Perfecto Cleaner 


Woodville, Tex 


Cleaners, Wamego, 
has completed remodel 
rearranging the plant 
cleaning ind finishing 


installed 


Curtis 
Kans 

ing and 
New 


equipment has been 


idditional building projects 
cluding Varages ind a fiir 
torage vault 


for next year 


The Warren, Pa., plant of Park 
Pearl Cleaners Ir 
town Pa has 
Wilford A Meleen, lox 


thanager 


James 
sold to 
il pl int 


he en 


’ 


arfisers please menfi 


NO LINER NEEDED 


STAR 


with GROSS 


ALUMINUM 


up to 46” $14.85 
mushroom. 11.00 
over 46" 19.25 
from your jobber 








GROSS STAR GRID PLATE: pr Gott 
L. BEHASTOCK CO 
1700 S&S STATE ST CHICAGO 16, 1A 


Perfect heat and steam control are attained 
through the exclusive 
pressing surface of Gross Sur Plates 
plate liner ts needed with any press 


metal, vent-spacing and 


No grid 








201 Washington Street 





\ 


FLUORESCENT 
LIGHTING 


Fixture Using two 40 Watt 


Lamps abkne¥44ab4aecnp eee 
CLEANERS SALES & EQUIPMENT CORP. 


New York 7, N. Y. 





y, 





CASH IN ON DRAPERY SEASON WITH 
The Anderson EASY-LOCK Drapery Protector 


—the greatest Time and Money saver yet devised for 
concealing hooks while draperies are being cleaned 


0, , 


Takes up to 12 hooks, and 
when ready for the clean 
ing process each hook held 
ightly in place material 
cannot be damaged. After 
cleaning, pull top up 
twist and it locks open and 
hooks come out easily 
Money back guarantee—or 
der a dozen today 


NOW IN USE BY MANY 
LEADING DRY CLEANERS 


check must accompany order 


$12.00 a doz. 


NOW 
MORE 
RUGGED 
and 
PLATED func 
Name 
AGAINST see 
RUST City 


Gentlemen 
tectors 


ed at once 


The NATIONAL 


How It Works — 


Top is pulled up and 
with a simple twist 
locks open. Drapery 
hooks are slipped into 
holes without scratch 
ing fingers or damag 
ing drapery material 
After hooks are insert 

a twist of the top 

the heavy duty 
spring pulls cover 
flown ughtly 


Shown 
closed 


Hooks 
ready for 


open and 


locked in 


cleaning 





Please send me ONE 
Our check for $12 
— satisfied in 


) ANDERSON SPECIALTY MFG. CO. 
5 Hunt Rd., W.E., Jamestown, N. Y. 


DOZEN Easy-Lock Drapery Pro 
00 is enclosed 
40 DAYS our money is to be re 


li we are not 








for Thirty-seven Years 


“Does your insurance pay you dividends?”’ 


PAID ADVERTISEMENT 











NATIONAL INDEMNITY EXCHANGE 
NATIONAL FIRE INSURANCE EXCHANGE 


3820 Washington Boulevard, St. Louis 8, Missouri 


The Bertsch 
Rug Wringer 


Before enlarging your 
plant to handle that in- 
creased volume, _ investi- 
gate the BERTSCH Wring- 
er, tt will than 
double’ the 


present 


more 
volume of 
your plant and 
will cost less than a new 
scrub floor or a new dry 


room 


BERTSCH & CO. vm” 


TAG-O-LECTRIC  ocK}] 


CL 123456 | 


\cr53t? 
\ 

Now! Precision power 
stapling, single or 
double, for No. 1 or 
No. ‘2 tags. 


TEXTILE MARKING MACHINE CO., Inc. 
246 Walton St., Syracuse 2, N.Y. 


Says the 
Stedham 
‘cover’ 
girl 


PRESS PADS 
and COVERS 


For quality pressing—better fabric finishing 
alwoys use Stadham products. They're 
longer wearing . . produce more quality 
cost less. A style 
for every type and make of press or puff 
won 


work economically . 


Write for name of your distributor. 


STADHAM 


COMPANY, INC . HEXAGON DIVISION 


When writit 3 to 





It's no use 
. ¢an outproduce the amaz- 
ing UNIPRESS Rotomatic 


nothing 








advertisers please menti 


Saf-tee Dry Cleaners, part of a 
chain that serves southern New 
Jersey, 


has opened a branch at 
S. Broad St., Woodbury. Ira 
Wirt local 
plant 


is in charge of the 


has been 
Abare and 
operating 
Cleaners 
Mass 


A business certificate 
filed by Kenneth F 
Howard A. Shaw 
Triangle Tailors and 
it 40 School St Athol 


and = Laun- 
space in a 
new 13-story building on Spen 


cer PL. Searsdale, N 


White Cleaners 


ce rers has ke ise d 


Elmer Lackey has filed an ap- 
plication to operate Modern 
Dry Cleaners, 588 North St., 
Nie vdville Pa 


Mr. and 
land ind Mir 


Mrs. W. D. McClel- 
and Mrs. Morris 
Col ht the Rite Way 
Dry Cleaners, Pequannock, 
N. |... formerly owned by Morris 
Schater 


h ive houg 


Mr. and Mrs. Harry Dean have 
purchased Best Cleaners, Sedro 
Wool Vv, Wash... from Mr and 
Mrs. Ed. Lewis 


Frank A. Williams announced 
the opening of a new dryclean 
ing establishment at 2533 N 
Sth St., Lincoln, Neb 


Mr. and Mrs. L. Willard Jensen 
ind Mr. and Mrs. Gordon G 
Sherman have purchased Boyd's 
Cleaners, S310 Cedar, Spokane, 
Wash. from Mrs, Harry B. Boyd 


Mr. and Mrs. George Ellis an- 
opening of Prairie 
located in the 


nounce the 


Drvcleaners, 


An enlarged and remodeled 
drvycl aning plant was opened 
by Reliable Cleaners at 214 W 
Central St Natick Mass 
Nathan Zatz, son of the foun 
der, is in charge of the plant 


Dyers, 
kk ye ph 


French Cleaners & 
owned by Mi ind Mrs 
Livernois, has moved from 38 
N. Broadway to larger quarters 
at 68 N. Broadway, Yonkers, 
N.Y 


Robert W. Duda has applied 
for a certificate for the 
duct of a drycleaning estab 
lishment, known as Duda’'s Pert 
Cleaners, at 5161 Butler St., 
Pittsburgh, Pa 


con 


M. C. Cleaners & Dyers, 131 
Oak St. Yonkers, N. Y., has 
started xcavation tor a new 
drycleaning plant at 336 Nep 
perham Ave. Angelo Mecurio 
is head of the of 
Peter Mercurio, his son 
manage the it the 
location 


ganization 
will 


business new 


Hugo Miller 
laughlin, S. D 


Building Mi 


P. D. Willis, owner of Star 
Cleaners, Aurora, Ore., sold his 
branch office at 381 S.W. First 
St., Canby, Ore., to Mrs. G. K 
Bair, who is now operating the 
establishment as Bair's Clean 
ing Service Mrs. Bair 
formerly in charge of 


{ »fhic te 


was 
this 


Cleaners, waco, 
Ore., was purchased by Mr 
and Mrs. Robert Maddin from 
Al Williams. Bob Maddin will 
be associated with his parents 
in the operation of the estab 
lishment 


Peninsula 


National Cleaner & Dyer 


on The NATIONAL CLEANER & DYER 





Mr. and Mrs 


} 


system to be used be 


trucks 


Hansel Durrance cation 
ive purchased Dan Dry 

Cleaning from Dan ‘Touchton 
They are changing the 
Frenton (Fla 


tween his ind plant 


firm S 
Dry 


Joe Jones has purchased Okee 
‘ h bee | | i ( le imners 
Paul Davis 


Thaline to 


Cleaners 


Charles A 


ope mia 


Gay, Ir.. 
drvc le aning 

dry establishment on 
Highway, 


plans to 

and laun 
Scent 
! 


} rostproot la 


Fladland’s Dry 
opened at 1939 43rd Ave 
Beach Fla The 


owned by George 


Cleaners has 
Vero 
busine SS Is 


Fladland 


Vogue Dry 
owned — by 


Cleaning 
Reid ind 
open d at 122 | 
N. ¢ 


E. O. Farabee has opened the 
Odell Farabec Drv Cleaning 
and Fur Storage plant on W 


Inness St., Salisbury, N. ¢ 


l eonard, has 
Inness St., Salisbury 


Ace Cleaners, owned by Mr 
owner of and Mrs. James Smith, has 
2617 W from 312 W Colonial 
Pensacola has Dr., Orlando, Fla., to 935A S$ 
Kuhl Ave 


James W., 
Veaseyv s 


Veasey, 
Cleaners moved 
Cervantes 
installed a two 


way Ornitin 


DOMINION of CANADA 


Zacks 
Operne d im 


Abbots 


manager Louis said 
will be 


Mission 


eral 
new stores 
Chilliwack 


ford, Haney and Langley 


Damage estimated at more than 
$12 000 
it Roy's Cleaners 
Origin of the fire is 


< ised by a fire 
Hull, Ont 
not known 


Was 


R. and D. Cleaners has opened 

links in the Van- a plant in Thorold, Ont 
chain of Spotless The L-shaped building provides 
been planned (sen 2 OOO square feet of floor spuce 


Five new 
COUNVET B ( 
Stores have 


new 


OBITUARIES 


Matthew M. Aiken, 72, president of Pilgrim Laundry 
Inc., Brooklyn, New York, died suddenly in Asheville 
North Carolina. During the 53 vears that Mr. Aiken 
was with Pilgrim, he rose from operating 
employee to president in 1946. In addition to his activi 
ties in the laundry field, Mr. Aiken was interested in 
cIVKK and Soc ial work serving on the board ot direc tors 
of the Brooklyn Home for Aged Men and Women and 
as a member of the Brooklyn Chamber of Commerce 
Surviving is his wife 


associated 


William F. Beauton, past president of The Connecticut 
Launderers & Cleaners Association, Inc., and head of 
the Nonpareil Laundry, New Haven, died recently 


H. D. McGee, 65, former 
establishment in Kilgore 


a drv« leaning 
there recently 


operator of 
Texas died 


For November, 1953 


Wher 


writing 


DRYING 
CABINET 


DRYMASTER 





Write for catalog ond prices 


* 
[ EQUIPMENT CO. 
HATFIELD, PA. 


New self sealing Dress Bands. 
Dresses look like new when de- 
livered with a “Paulin Dress 
Band" around the waist. Neater, 
more slender look with the add- 
ed plus of your name on the 
buckle. Choice of colors. 


SELF-SEALING HANGERS 

No messy glue, adhesive sticks with 
out dampening. Paulin hanger covers 
are whiter, stronger, tighter 
and CHEAPER 
color 


faster, 


neater Your choice 


of message 
ROLL-O-TROUSER GUARDS’ 
Fit any 


slip on 
sign 


type wire hanger. Easy to 
Will stay on. Tubular de 
completely surrounds hanger 
cross bar, thereby providing greater 
added strength. Quickly applied and 
forms a 


permanent and rigid sup 


port for trousers 


TROUSER SADDLES 
Because of its U 
tra depth 
fall off the hanger even when gar 
packed 
on the cleaners racks 


eee PAULIN prooucts co. 


' 


shape and ex 
this quard will not tip or 
ments ore 


closely together 








4444 \owndale Ave Lyens, i! 


» NATIONAL CLEANER & DYER 








BOCK 
EXTRACTOR 


Insist On A Bock 
and 
You Will Have The Best 
We have made Extractors 
Exclusively For 35 Years 


Sizes 15” 17” 


BOCK LAUNDRY MACHINE CO. 


TOLEDO 2, OHIO 


20” 

















The success of others with... 
DEKALB warrants an inquiry from YOU! 


try arges!—depends 
ma fleet of 60 Detals 
Bedy equipped trucks to 
make its deliveries. De 
rugged 
dability 
nomy 


Monarch’s 

y Dekalb 
WRITE FOR FREE 
CATALOG CD-1 


DEKALB 


COMMERCIAL BODY CORPORATION 
DEKALB + ILLINOIS 








THERMOTEX 


The Micacle Cover Cloth. Outwears—Out- 
lasts—Outfinishes All Other Press Cover 
Cloth. Proved Best On Thousands 

Of Laundry & Dry Cleaning 

Presses, Outlasting 

Next Best Cover 

Cloth 


Order from 
H. KOHNSTAMM & CO., INC. 
83-93 Park Place, New York 7,N. Y 


11-13 E. Wlinois St Chicago Wes 








~- NOW - 
“The CONVAIR” 


Converts your old, 
slow-moving 
Foot-Press into 

efficient 

Air-Operated Press 
for only $300 


a fast 
Write for Details NOW! 


NEW YORK PRESSING MACHINERY CORP. 
880 BROADWAY NEW YORK —'3 





of a heart attack. Surviving are his wite. a son, and 


two daughters 


Soren C. Sorensen, member of the National Institute of 
Rug Cleaning and past director of the ninth district, 
died recently Nii Sorensen who Was also president 
of the American Rug Laundry, Minneapolis, Minne 


sota, is survived by his wife and three daughters 


Eben T. Takamine, 63, president of 
oa Takamine Laboratory, Inc., Clifton, 
New Jersey, died recently. Born in 
Tokyo, Japan, of American and 
Japanese parentage, Mr. Takamine 
was brought to the United States 
when he was one vear old. Like his 
father, the late Dr. Jokichi Taka 
mine, Mr. Takamine contributed 
greatly to the growth of the enzyme 
E. T. TAKAMINE industry 
Milton Vatkin, 39, former owner of the \lodern Method 
drvcleaning establishment Wisconsin. 
died recently of a spinal ailment. He is survived by a 
brother 


Wauwatosa 


LOLOL re 


_ MEETINGS SCHEDULED 


November 4, 5 and 6—Laundry and Cleaning Associa 
tion of the Carolinas, Georgia and Florida, Annual 
Convention, Sheraton-Plaza Hotel, Daytona Beach 
Florida 

November 6, 7 and 8—Ohio Stat: 
ers and Dvyers, Annual Convention 
Dayton. 

November 27, 28 and 29—Illinois Stat: 
Dvers Association, Annual Convention 
tel, Springfield 

December 4, 5 and 6- 
dry Institute 
Indianapolis 

December 5—Garment Dyers Guild of America, Annual 
Convention, Netherlands Plaza Hotel. Cincinnati 
Ohio 

December 6—Wisconsin Dry Cleaners Association, An 
nual Convention, Schroeder Hotel, Milwaukee 

1954 

January 8, 9 and 1L0—Drycleaners 
Dakotas, Annual 
Hotel, Huron, S. D 

January 15, 16, 17 and 18—National Institute of Rug 
Cleaning, Annual Convention and Exhibit, MecAl 
lister Hotel and Miami Auditorium, \Mliami, Florida 

January 22, 23 and 24—Louisiana Laundry and Clean 
ers Association, Annual Convention, Alexandria 

January 30 and 31—Oklahoma Association of Cleaners 
and Dvers, Annual Convention and Exhibit. Hotel 
Pulsa, Tulsa 

February 11, 12, 13 and 14—National Institute of Drv- 
cleaning, Annual Convention and Exhibit, National 
Guard Armory, Washington, D. ¢ 

February 25—New Jersey Laundry and Cleaning Insti- 
tute, Annual Convention, Essex House, Newark 

February 26 and 27—Utah State Cleaners Association, 
Annual Convention, Newhouse Hotel, Salt Lake 
City 


Association of Clean 
Biltmore Hotel 


Cleaners and 


I eland Ho 


Indiana Dryvcleaning and Laun 
Annual Convention, Claypool Hotel 


Association of the 


Convention, Marvin Houdghitt 


National Cleaner & Dyer 


n The NATIONAL CLEANER & DYER 





NATIONAL MARKET PLACE 


Where Buyers and Sellers Meet 








10¢ a word for the first insertion and 8¢ a word for each subsequent 


consecutive insertion of the same ad. Advertisements set in capitals 


or bold face type 15¢ a word, first insertion; 10¢ a word for subse 


quent, consecutive insertion. Minimum charge—$2.00 (new or repeat) 


Help Wanted and Situations Wanted ads 5¢ a word for first inser 
tion, 4¢ a word for each subsequent, consecutive insertion of same ad 
Minimum charge—$1.00 


—double these rates 


(new or repeat). Capitals or bold face type 


Add five words if answers are to come to a box number to be for 
warded by us 


Be sure to write your copy, name and address plainly 


Advertisements in this department must be in our hands NOT LATER 
THAN THE 12th OF THE PRECEDING MONTH 


Cash must accompany all orders for advertisements in our classified 
columns. No book accounts can be opened, as the low charge made 


does not permit this expense 





Mail Your Replies to Box Numbers to National Cleaner & Dyer, 304 E. 45th St., New York 17, N. Y. 








CLEANING PLANTS FOR SALE 





LAUNDRY PLANTS 
PROPOSITIONS. New 
sylvania. Other sections 
CATE? RICHARD ] 
Jamaica N. Y. Tel 


and DRYCLEANING PLANTS. 100% 
York, New Jersey, Connecticut, Penn 
WHERE DO YOU WISH TO LO.- 
MULLER-—Lic. Broker, 89-16 184th St 
REpublic 9-3016 1451-2 


For Sale—laundries, drycleaning plants, rug cleaning plants in 
Metropolitan N. Y. ¢ area, Westchester, New Jersey, Connecti 
cut, Pennsylvania. If interested in buying or selling, contact 


J. B. KANDEL, 131-39 228TH STREET, LAURELTON, LONG 
ISLAND, NEW YORK. PHONE: LAURELTON 8-3291. 4645-2 


WELL-ESTABLISHED SOLVENT PLANT in OHIO, county 
seat of 10,000. Golden opportunity for cleaner and wife. Death 
of partner reason for selling 


CLEANER & DYER 


ADDRESS: Box 5244, NATIONAIT 


lox itions 
$60_.000 


cash-and-carry, 2 

Ohio city. Annual volume 
well industry average, good 
equipment, fur storage vault, price $55,000. ADDRESS: Box 
5642, NATIONAL CLEANER & DYER 4 


Well-established solvent 
Established 20 vears. Doe 
Will sell with or 
NATIONAI 


ieanm business 


wr Sale Drve 
ind drive-in, growing 


] 


laundry agency, profit ibove 


Western Pe 
plant, also large fur vault and stores 
imnual business of $140,000. Owner retiring 
without estate ADDRESS: Box 5645 
CLEANER & DYER 


nnsylvania ounty seat 


real 


FOR SALI Moden ( juipped ind thoroughly 
Irrigated, oil and 

Reason for sellin tailing health 
ADDRESS “THI Cleaner, c/o 


Montana, Phone 9 


establi hed dry 
ranch region. City of 
Priced for immediate ile 


Arnold Well Miles ify 


leaning I it 10.000 


Solvent retail plan ( i New stabli hed 1) year 
rrossing $60.000 inuall { date equipn 


| ti 
ideal location. It's a bargain! ADDRESS: Bo 
CLEANER & DYER 


Jersey, ¢ 
rent, twe truck 


NATIONAI 


5603 


cleanin nt in be tory town in Tennessee 
tion 15.000 mater on street 
excellent naition ew ft boiler. Ideal for man and wife 
2 first months of 1953. Priced to sell, AD 
Box 5694, NATIONAL CLEANER & DYER 


Pp ypula 
All equipment in 
] 


main 
Grossed S11 
DRESS 
Includ 
W rite 


rida cit 
respon ible pur 


CLEANER & DYER 


BEST-EQUIPPED PLANT in growing Fh 
655.000 with terms to 


NATIONAI 


il estate haser 


yg plant ultra dern “exclusive cash-and urs mn oan 
» Peninsula, Sacrifice for quick sale. Ro f 


n for expat i 
ADDRESS: Box 5696, NATIONAL CLEANER & 


mpletely equipped lvent plant, $120,000 gross. Call office 
lesale Loca in one of the fastest growing area 
ilifornia. Busine increasing each quarter, $20,000 


ADDRESS: Box 5697, NATIONAL CLEANER & 


utes w hie 
in southern ¢ 
to handle 


DYER 


doing good business, located 
juick sale, due to illness. AD 
CLEANER & DYER 


Modern cleaning plant 
10.000. Priced tor 
5714, NATIONAI 


For Sale 
in town over 


DRESS: Box 


For November, 1953 


SOUTHERN CALIFORNIA beach area-—COMPLETE cleaning 
and dyeing plant established | 1 vears only one mm fast Yrowing 
town. Ideal set-up for a couple. Equipment and buildings in ex 
cellent condition, also income property on premises. Owner re 

tiring. For details writ loe De Bona Co he tors 339 North 
5 Beverly Hills, Calif 5702-2 


severly Drive 


Modern drycleaning plant, edge of town, real estate consisting of 
block on main street used for store. Established 25 years 4 
S000. Real estate 

down, balance on terms 


CLEANER & DYER, 


Illinois county seat. All new 
will sell for $20,000 


CLEANER & DYER 


only 
plants in town of 
$75.000_ half 


NATIONAI 


equipment ind busine SS 


ADDRESS: Box 5715 


Solvent plant in central 
ind building. Gross $35,000 


Box 5722, NATIONAIT 


equipment 


ADDRESS 


le tine 
$1000 a 


Modern Drv Plant and Fur Storage Vault. This plant 
naking month and is located in a good north Texa 
town of 20.000, Good transterable ind the best of locations 
\l] equipment good with 1951 delivery. Walkout price 
$20,000 includes take on storage vault. This plant mace 
Summer ADDRESS Box 727, NATIONAI 
DYER J 


lease 
sedan 
whicl 
honey entire 


CLEANER & 


Drvcleaning plant 


fully 
installed 1952. I 


round bu mes 


( juipped Six vears old. New Pantex 
ocated in West Palm Beach, Fla 
main road to Palm Beach 
permanent base. $30,000 including real estate. ‘Terms 


NATIONAL CLEANER & DYER 2 


Cleanm tore col on. Will consider any reasonable 
Store inclacd ‘J ‘ ewing machine 1 National cash 
I LO,0000 stock ‘ 1 Hoffman XA. pre witl 
Kitchen in rea t Frigidaire and stove. ¢ 
doing $250 wee All drop tract Three-vear lease and 


ADDRESS: Box 5731, NATIONAL CLEANER & DYER 


leaning unit 
Ye il 
Airport 
Addr Box 5729 


International 


new 
pacity per 
veek 


yption 


DRYCLEANING PLANT in 
County, Calif, Completel 1401 
retail, $400) weekly, Cash-and-carry. 1 rapidly. Air 

nditioned buildin $75 month rent. Long lease. Reasonabl 
fer weepted Hl] health fore rea a ile W rite Sox 445 
Oakview, Calit 5732 


DRYCLEANING PLANT in Milwaukee, Wisconsin, Established 
yeu Wholesale id retail Well 


Ojai Valley Ventura 
tut Wholesale ind 


beautiful 
modern 
Ap inding 


S1OQ.000 ‘ iv vo 

Ipped lvent } a ited in center of tast-growin 

i lracle machinery, deliver equipment, 60 | 
dditional land for expansion. Pri 

NATIONAL CLEANER & DYER 


FLORIDA—Cleanin nal pre ny plas in cellent location 
lromecdiate in ‘ mn ‘ ; lb ine im fastest growin 
between 


\ territors 
0 building an 


ADDRESS: Bos 


S60 000 


rea ft Potal price for busines 
ind « juipmier th low-ren » OW) er ‘ diate 
in, Realte 40 } ‘ oO wh rie : 1176 

5734 
lvent 


} b nctyar eal 17 
irle dd boha py | 


tant gros ove 5,000, Cash-and \ utlets and track 

ering ‘ ounitie ‘ ‘ ‘ mall down payment and 
liberal tern rie re ri earady 7 I Washington St 
( } irle to i 57 5 , 


The NATIONAL CLEANER & DYER 











CLEANING PLANTS FOR SALE (Cont'd) 


CLEANING PLANTS FOR SALE (Cont'd) 





Solvent plant, buildings and equipment, very modern, Located 
in Wisconsin industrial city. Same ownership for forty years. 
Present equipment capable of handling $2,500 weekly. Price 
$65,000. ADDRESS: Box 5736, NATIONAL CLEANER & 
DYER 9 


SOUTHWEST —Well-established Hoftman 

harged yster Last eur volume $45,000 
year ld ome only o 2 years old, ade quate to handle more 
olurne Attractive buv at $30,000. Buy or property Rea 
n for selling, doctor's orders, For details write: Clark Cleaner 
6 N. Silver, Deming, New Mexico 5738 


plant, using 4% 


Equipment one 


Selling San Marco Dexa Laundry and Cleaners. Permanent 
population LO.000 plu two colleges, resort ind Gary Air Force 
Base (6,000 personnel). Two years old. Spacious ¢ 

Shakes building, redwood trim, lovely apartment 
Bend 2 Bock extractor 2 Huebsch 
Bendix rotary perk plant; 2 presses 
uid shirt unit complete 


madian Cedar 
ittached, 20 
tumblers l 
form 


boil I 


Nal he I 
dress 
K isc ” 


Everything and only 


ironer, Vis 
ind finisher, puff 
ind Amership water heater, copper piping 
the best. Owner lives elsewhere, engaged in other full-time 
re Write or call: |. A. Newborn, Ir... Box 1572, Beaumont 


tw be | ) 
‘ ‘ y 
Lexa mY 


potter 


FOR SALE OR LEASI 
dustrial section of western 
veekly Cash and-carry 
ADDRESS: Box 5753 


Small 140F drycleaning plant in in 
Pennsylvania. Volume $500 to S600 
Ideal for couple or man with familys 
NATIONAL CLEANER & DYER. 2 
Mercury plant completely equipped ‘ ish and-carrs plant itl 
nation’s fastest growing city. Located in heart of business district 
of LAS VEGAS, NEVADA, Gross ipproximately $1,600) per 
month, $1.50 prices. For fast sale, $13,500. Sparkle Cleaners 
S14 Fremont, Las Vewas, Nevada 5754-2 


Modern well-established 
Completely equipped 

carry 1 truck 
NATIONAI 


olvent plant in southwestern Michigan 
Volunn $50,000. 65% cash-and 
route $15,000 down. ADDRESS: Box 5755 
CLEANER & DYER 2 


over 


WellL-established drive in 
All cash-and-carry. $400 net weekly 
ern equipment Good long-term lease 


Box 5756, NATIONAITI 


synthetic plant in northern California 
Prices $1.50 and up. Mod 
Price $35,000, ADDRESS: 


CLEANER & DYER, 2 
SANITONE 


’ 


modern drycleaning plant 
near Boston, Mass 
other interests. Further information writ 


CLEANER & DYER 


fully equipped trucks 
st iblishe d Ke ason tor se lling 


Box 5757, NATIONAI 


stores Lonw-« 


Fully equipped cleaning plant in Phoenix, Arizona, doing better 
than $60,000 per year, With or without building priced to sell 
easy terms. ADDRESS: Box 5758, NATIONAL CLEANER & 
DYER 2 
For Salk Synthetic $65,000 volume 
>-year lease. Exceptional buy for man who can do own spotting 
Reason for selling, insufficient working capital. Price $29,500 


ADDRESS: Box 5759, NATIONAL CLEANER & DYER. 2 


plant in southern Florida 


LOOK THIS ONE OVER—$15,000 to $20,000 profit, beautiful 
plant. Ready to retire. $15,000 cash, $15,000) terms 
\. Y. ADDRESS: Box 5760. NATIONAL CLEANER & 


ompact 
Albany 
DYER 


Modern solve 
uburb of Tlouston 
carry. All machinery 
DRESS: Box 5762 


t vears old, with sub-station, in 
S40.000 yearly, cash-and 
Will sell for $17,000, AD- 
CLEANER & DYER. 2 


nt cleaning plant 
Texas, Crossing 
installed new 


NATIONAI 


rO SETTLE 
established thirty 
$125,000, larger capacity 


CLEANER & DYER 


ESTATE—Widow 


vears, tast-growimeg 


will sacrifice solvent plant 
Western city. Volume 


ADDRESS: Box 5763, NATIONAI 


Partner's death forces sale 
over $6,000 per week 
spot for linen and industrial supply 


TIONAL CLEANER & DYER 


of plant in South California, doing 
Fair equipment, fine building, terms. Fine 


ADDRESS: Box 5767, NA- 


Well-established syntheti plant in heart of New York City. Sales 
over the counter between $25,.000-$30.000, Can do much better 
Want to retire. Kess Cleaners, 43-20 Csreenpoint Ave... 
land City, N. ¥ 


l ong Is 


97 70-2 


134 


writing ft 


MODERN FULLY-EQUIPPED STODDARD SOLVENT 
PLANT IN BEAUTIFUL WISCONSIN CITY. $150,000 volume 
yearly and established routes plus well-established cash-and 
carry Stores, City is county town with U. S. airfield 
nearby. Good leases on buildings and stores. Personnel experts in 
various phases of industry all with considerable longevity. Excel- 
lent father-and-son or husband-and-wife deal. Plant in business 
une location for twenty-five Write price and 


seat. « olle ue 


vears us about 


terms. ADDRESS: Box 5768, NATIONAL CLEANER & DYER. 


For Sale 
Thriving 


Sin ill 
competition 


Write: Mrs 


about 2,000 


“i hools 


Swain, 


town of 
Good 
Frieda 


Drycleaning plant in 
with no 
reason ibls 


and 
South 


ede) 


business 
churches. Priced 
Charleston, Ohio 


For Sale Fully-equipped solvent drycleaning plant, doing $35 
000 a year gross. Located on Florida east coast. Prosperous city 
Wonderful location. Old-established business. Price $24,000 
ADDRESS: Box 5773, NATIONAL CLEANER & DYER. 2 


rit arly new 
Fisher Dry 


9774-2 


Modern drycleaning 
equipment 
( le megs Ft 


plant, doing nice business, 
Only plant in county. $12,000. Terms 
Sumner, New Mexico 








BUSINESS OPPORTUNITIES 


ARE YOU LOOKING FOR AN ASSOCIATE WITH PO- 
TENTIAL? I want to buy an interest in a drycleaning plant, o1 
drycleaning and laundry, doing $2,000 per week or more. Not 
so much money to invest as ability to expand business. NID 
vraduate, general and management courses. Prefer Midwestern 
location. Can furnish excellent recommendations. ADDRESS: 
Box 5744, NATIONAL CLEANER & DYER, 1! 











STORAGE VAULT FOR SALE 





Largest and most modern cold fur storage vault in Indiana 
Capacity 7,000 coats. Complete fur business and service. Lowest 
insurance rate in Indiana. Vault filled to capacity at present 
time. A number | reputation. Always operated at a profit, never 
in the red. See “The National Cleaner & Dyer” magazine- 
October 1950 issue. Will sell all or 75% of stock. Very reason 
able. VOGUE FUR VAULT, INC., 2007 Kossuth Street, Lafay 
ette, Indiana. Attention: Jack N. Vaughan. 5675-21 





CLEANING PLANTS WANTED 


WANTED-—PLANTS—ALL KINDS—New York, New Jersey, 
Connecticut. BUYERS WAITING—LIST YOURS. RICHARD 
J. MULLER, Lic. Broker, 89-16 184th St., Jamaica 3, N. Y. 
Tel. Republic 9-3016. 873-1 














SITUATIONS WANTED 


Manager, silk spotter, 19 years’ experience, all departments, age 
43, married, wants position in synthetic plant in Florida. AD- 


DRESS: Box 5655, NATIONAL CLEANER & DYER. > 





Managers position wanted, graduate two cleaning schools 
highly technical. 20 years in industry, manager's experience, 
strictly sober. Want something with security and a future 


ADDRESS: Box 5671, NATIONAL CLEANER & DYER. 5 


Manager of petroleum plant, cleaning, pressing, spotting, train 
ing help. 12 years experience, references. ADDRESS: Box 5745 
NATIONAL CLEANER & DYER. 5 


Drycleaning supervisor interested in locating in the suburbs of 
New York City. Capable of employing the latest productive 
methods with quality the keynote. Fully familiar with the latest 
type of pneumatic presses, synthetic cr petroleum systems, strong 
soap solution etc. Will consider a plant conducting a training 
program. ADDRESS: Box 5746, NATIONAL CLEANER & 
DYER. 5 


National Cleaner & Dyer 


advertisers please mention The NATIONAL CLEANER & DYER 











HELP WANTED 


SALESMEN-DISTRIBUTORS WANTED 





SUPERINTENDENT for modern 
plant, central New York 
instructing ¢ mployee S in 
for qualified man 


& DYER. 


WORKING SUPERINTENDENT FOR WELL-ESTABLISHED 
QUALITY PETROLEUM PLANT, LOCATED IN’ LARGE 
NEW ENGLAND CITY. MUST HAVE THOROUGH KNOWL- 
EDGE OF COSTS, METHODS, TRAINING OF NEW PER- 
SONNEL AND WORK FLOW. EXCELLENT OPPORTUNITY 
FOR PROGRESSIVE, INDUSTRIOUS INDIVIDUAL. WRITI 
STATING COMPLETE EXPERIENCE, QUALIFICATIONS 
AND REFERENCES AND SALARY EXPECTED. ADDRESS 
Box 5747, NATIONAL CLEANER & DYER. 7 


WORKING SUPERINTENDENT for quality 
vent drycleaning plant in central Virginia. Institute graduate pre 
ferred with at least 5 years practi il « \perience Must be « ipable 
f working and training help in all phases of operations. Reter 
ences required. Permanent position and opportunity to right man 


drvcleaning ae nena in 
capable of handling production and 


ill departments. Excellent opportunity 


ADDRESS: Box 5726, NATIONAL CLEANER 


progressive sol 


This plant is operated under practical and successful manage 
ment. Mail particulars ind references to Box 5748 NATION Al 
CLEANER & DYER. 7 


rer to take full charge of plant 
experience in ill phases of plant 
Good storage bh 


ADDRESS: Box 5749. NATIONAI 


W ishington Il). ¢ NNust 
ind management opera 
siness. Salary plus 20% of net 


CLEANER & DYER 


profit 


MANAGER experienced for retail quality cleaning plant, New 
York Citv. ADDRESS: Box 5659, NATIONAL CLEANER & 
DYER. 7 


EXCELLENT OPPORTUNITY 
potter ind ill-around man 
thoroughly, capable of managing help efficiently. Right 
wild earn interest in business. Give full particulars in first letter 
Albanv. \. Y. ADDRESS: Box 5761. NATIONAL CLEANER & 
DYER 7 


FOR FUTURE for skilled 


understanding cleaning plant 


hath 


PAILOR, all-ar 
plant in New York Cit 
CLEANER & DYER 


rmianent position for quality cleanin 


ADDRESS: Box 5766, NATIONAI 


und, p 


perienced spotter for all-new quality synthetic plant in Sara 
N. Y. Excellent salary for qualified man. Write Boy 


ga Springs I 
5769, NATIONAL CLEANER & DYER 








MISCELLANEOUS 
ELIMINATE THE REMOVAL OF BUTTONS AND BUCKLES 


Save on labor—cut down complaints—speed up production. Allow 
us to place in your plant on approval a small assortment of 
SLIP-ON BUTTON AND BUCKLE PROTECTORS. We know 
of no better way for a plant manager to judge our product. Over 
2,000 plants have used them. SLIP-ON BUTTON AND BUCKLI 
PROTECTOR CO., 2610 Clay Ave., Fresno 1, California. 3476-5 


EVERYTHING IN) CHEMICALS AND SUPPLIES~—Special 
hangers safety pins, marking tags, pads and 
covers. Write for new reduced price list for everything in the 
line. SAMUEL CHEVLIN CO., 3127 N. Halsted St., Chicago 
i4, Ill. Bittersweet 58-1492 9285-8 


DON’T MAKE COSTLY MISTAKES PRICING GARMENTS 
SEND FOR NEW PRICING BOOK. CONTAINS 175 ILLUS 
TRATIONS. $1.75, or 3 for $5.00. LOUIS CORRADO, 1112 
NORTH ST., NORTH READING, MASS 5589-8 


ZIPPER REPAIRING MADE EASY! Those 
quickly restored to service by anyone without ex 
pensive Easy as buttons. “How to Repair A 
Zipper,” 30-page, well printed Instruction Manual, illustrated 
with 40 easy-to-understand drawings, explains in detail how to 
overcome common ailments of slide fasteners. Manual, together 
with a special repair tool, by return mail, only $3.95. Satisfaction 
guaranteed ialty Co 204-NC Texas lexarkana 
| exvas 563 > 8 





prices on bags 


fouled-up” zippers 
can now he 


tools sewing on 


Texas Spe 


Business cards, $2.50, stickers 
Sales Books. Write for price 
Los Altos. Calif 


BARGAINS—100 TALON TROUSER ZIPPERS, $11.50; 24 
SUEDELEATHER ELBOW PATCHES, $4.00; 24 KNITTED 
CUFFS, $3.00. Ask for free price list of tailor trimmings, buttons, 
thread, tags, Nassau Notionhouse, Nassau, 

5639-8 


$1.50, 1,000. Samples. Economical 
on other work. Signal, G27NA 


5684-8 


pins, complete line 


For November, 1953 


Salesman with a large following among cleaners and laundries to 
sell fur cleaning and storage chemicals. Unusual opportunity with 
well-known firm. No technical background necessary. Bernard 
Sirotta Company, 620 Smith St., Brooklyn 31, N. Y 3371-14 


SALESMEN: Sell our tumbler thermometers and solvent tem- 
perature gauges, accurate, low priced, non-competitive. Big 
discounts. A prestige item. Literature and price list given to 
qualified applications. Competition Chemicals, Box 141, lowa 
Falls, lowa. 5672-14 


DISTRIBUTORS—JOBBERS for wire garment hangess 
territories still available) DIAMOND WIRE 
CLAIRTON, PA. Manufacturers of Wire Coat 


Exclu 

HANGER 
Hangers 

5669-14 


sive 


CO., 


ATTENTION SALESMEN:—STA*NI Corporation, the fastest 
growing company in drycleaning history, now has openings for 
proven producers. Over 1,500 quality cleaning plants have been 
licensed to use STA*NU, We are currently running the largest 
advertising campaign in the history of the 
drycleaning industry. Millions of consumers are reading about 
STA*NU. The men we are looking for must not only be 
men, they must be sales executives, qualified—after training—to 


national consumer 


sale Ss 


assist their accounts in sales promotional campaigns, driver and 
counter girl training, incentive plans, etc. This is not an ordinary 
offering of a job! We are a young company with many executive 
positions open that must be filled by the men in the ranks. If, 
at present, you are unable to accept a position with us pass this 
information on to a friend; he will thank you for it. Liberal draw 
and expenses. All replies strictly confidential. Write, giving your 
full background. SALES MANAGER, STA*NU CORP., 110 
South Dearborn St., Chicago 3, Ill 3673-14 
Salesmen calling on 
money-making sideline Easy seller 
Company, L1OL 7th St., S. I 


trade to carry 
Write for details: Bridgeport 
Minneapolis 14, Minn 5712-14 


SALESMAN with following for household and decorator's de 
partment for quality cleaning plant, New York City. ADDRESS: 
Box 5661, NATIONAL CLEANER & DYER 14 
SALESMAN and DEMONSTRATOR with car, to sell drvclean 
ialtic Must he thle to travel. Excellent 
pportunity for the right man. ADDRESS: Box 5750, NA 
TIONAL CLEANER & DYER 14 
AN EXAXCEPTIONAL SALES OPPORTUNITY, THE STAY 

FRESH CORPORATION, CHICAGO, HAS OPENINGS IN 
PROTECTED TERRITORIES FOR PERMANENT REPRI 

SENTATIVES TO SELL AND SERVICE DRY CLEANERS 
REMARKABLE NEW DEVELOPMENT MAKES ALL PRES 
ENT PRESSING METHODS OBSOLETE. MEN SELECTED 
ARE ASSURED OF EXCELLENT, IMMEDIATE EARNINGS. 
SOLID FUTURE, COMMISSION, PERMANENT OVERRIDI 

WRITE FULLY. STAY-FRESH CORPORATION, 3945 N 
SHERIDAN RD... CHICAGO 13, ILLINOIS. 5751-14 


now cleaning convenient 


ing soaps and spec 








TRAINING SCHOOLS AND INSTRUCTIONS 





alterations and repairs, or pattern designing in 
Write for free booklet 
Sth St., Hazleton, Pa 
3974-15 
LEARN REWEAVING. Genuine single-thread, invisible 
FRENCH REWEAVING does not require special latch needles, 
special instruments or tools. I am in the business, teach our 
weavers and know. Why be fooled? Completely illustrated texts, 
instructions—Basic French weaving $15. Advanced French 
weaving $10. Piece weaving (includes two instruments) $15 
Our simple, illustrated instruction sheet on Piece weaving (over 
inweave, etc.) plus one instrument, only $5. All the texts 
instruments $30. Send for free information. E. ¢ 
o Weave Masters, 413 Race Street, Cincinnati, Ohio 
5286-15 
Why split profits with an outsider? Do INVISIBLE REWEAVING 
in your om yourself. We teach you in weeks. A tried and 
proven, easy-to-learn home study course Details FREI 
FABRICON, Dept. KRK-11, 8342 S. Prairie, Chicago 19.1. 5461-15 
LEARN TAILORING, REPAIRING, DESIGNING and CUT 
PING on Men's & Women’s garments. (3 Separate Books.) Free 
booklets describing these books ent on request Resident 
(Courses also Master Designer Dept kK 100 S. State Street 
Chicago, Il 5670-15 
We te i hi re 
mprehen ve mistriuctior or | roulagr ! ‘ 
6 Ivard St., Little Rock 


Learn tailoring 
one ot 


#2. Empire 


America’s finest tailoring schools 
Institute of Tailoring, 442 | 


weave 
ind two 
O'Hagan, « 


weaving by 1 il ow i nent. Simple 


Peter 











REWEAVING 


REWEAVING (Cont'd) 





A. A. A. WEAVING 
pertes 


SERVICE. Holes, burns, tears and im 

ind fabrics of all descriptions expert), 
hand. FINEST WORK AT NEW LOW PRICI 
Save money on claims and adjustments. Sell this 
very profitable service to your customers. We pay postage one 
way. A. A. A. WEAVING SERVICE, 1182 MADISON AVE- 
NUE, NEW YORK CITY 28 150-29 


thon im garment 


re-woven by 


SCHEDULE 


The FRENCH TEXTILE CO. is a good 
with. 425 Ave. A N. ¥ 


busines 
5590-29 


company to dc 


(on he ster 2) 


RE-WEAVING~—Saves and renews damaged garments. Contact 
us. Send garments for estimate. MAGIC RE-WEAVING SERV- 
ICE—227 Ness Building, 28 West 2nd South, Salt Lake City, 
Utah. Phone: 4-4052 1629-29 


The FRENCH 


tropi il worste ds 


TEXTILE CO. does the 
125 Ave. A 


finest 
Rochester 21, N. Y 


reweaving in 
5591-29 


“40% PROFIT WITHOUT INVESTMENT.” Send us garments 
with burns, rips, holes to be skillfully rewoven by the ex 
clusive WONDERWEAVE method. 100 operators, fast service 
All work guaranteed for life of garment. No investment, time o1 
labor required. OR own We sell equip 
ment for $12 complete with instructions. Replacement points $6 
each. Write to Wonder Weavers, established 1899, 44 Whalley 
Avenue, Dept. 9, New Haven, Connecticut 3298-29 


do your reweaving 


The FRENCH 


fancy worsteds 


rEXTILI co doe s the fine t reweaving on 
428 Ave. A, Rochester 21, N. ¥ 5592-29 


Many plantowners all over America cho to give their cu 


er INWEAVING (putented proce for repair of RIPS 
FEARS, BURNS, MOTH HOLES)—performed in WICHITA 
FALLS, TEXAS. Prompt service, LIBERAL COMMISSION. We 
pay return postage. Counter signs and truck decals furnished 
tree. THE INWEAVING COMPANY OF AMERICA, Lith & 
Holliday, Wichita Fall lexa 1486-29 


The FRENCH TEXTILE CO. does the finest reweaving on 
port coat WS Ave \ Rochester 91.N. ¥ 5593-29 


WHAT IS REWEAVING? It is not a piece of ve 
over a damage. We do BLENDED French weaving (the best of 
ngle-thread reweaving including fancy weaves and gabardines 
WHAT IS PIECE WEAVING? It is not a matched pull-thru done 
harp latch needle. On this work. we actually WEAVI 
perfectly difference). We offer con 
ervice good planned profit. Ou 
will CONV Ince ou we know what we ire tatk 
ht 1951. WEAVE MASTERS, INC 113 Race 
Olve 1503-29 


t ibri 


with a 
the edwe 
stent 
vork und seTvice 

ibout Copyri 
St Cincinnati 


there is a big 


moderate price ind 


FOR GUARANTEED REWEAVING in wool garments, ship ti 
Y 


French Textile Co., 428 Ave. A. Rochester 21. N 5594-29 
FREE SALES KIT—Including 
iles instructions, also display signs. Complete handle 
REWEAVING as a proht ible sick lame Retain good will by elimi 
nating pl int damages. With our comple te FRENCH-WEAVING 
OVERWEAVING-STOTING-RE-KNITTING | service we can 
handle or type LOW WHOLESALE prices 
ind profitable wholes 24 HOUR SERVICI 
on all garment Free estimates. GLOBI 
10 W. Van Buren St., 8th FL, Chicago 
wa Leading Reweaving Se rvice 


} 


easy-to-use pricing guice ind 


setup t 


iny size of damage 


ile discount i\ tilable 
WEAVING SERVICE, 
Ilinois Dept. B Amer 


1411-29 


The FRENCH TEXTILE CO. does the 
128 Ave A. Rochester 21, N. ¥ 


finest reweaving on 


gabardine 5505 99 
FOR GUARANTEED REWEAVING of moth holes 


rette burns, etc., in wool garments 
Dept. 2, 428 Avenue A 


tears, ciga 
ship to French Textile Co 
21, N. ¥ 4598-29 


Rochester 
HEDDA MOHL, REWEAVER, formerly 
Original French weaving, reweaving, 


ing. Holes, burns and tears expertly 
Satisfaction guaranteed 


VIENNA, PARIS. 
stotting, invisible mend 
rewoven. Quick service 
Wholesale prices. Return postage paid 
48-hour (Promotion kit free.) Hedda Mohl, Reweaver, 
Colorado Springs, Colorado. East of Chicago, Hedda Mohl 
832 Montrose Ave., Chicago 13 4839-29 


service 


136 


The FRENCH TEXTILE CO. does the 
tweeds and overcoats. 428 Ave. A, Rochester 21, N. Y. 


finest reweaving on 


5596-29 


Send for FREE Service Kit and Pricing Chart or ship garment for 
estimate. A complete WHOLESALE RE-WEAVING SERVICE 
it a reasonable We re-weave exact pattern back into all 
fabrics eliminating any trace of damage. Our fine re-weaving 
service will make for vou. We are not associated with 
ny other re-weaving company. CINCINNATI REPAIR SERV- 
ICE, 413 RACE STREET, CINCINNATI 2, OHIO. 5462-29 


cost 


money 


Ihe FRENCH 
125 Ave 


TEXTILE CO. guarantees 
A, Rochester 21, N. Y 


satisfaction or no 
< harge 5597-29 
DO YOUR OWN REWEAVING. 
LEARN. ATTRACTS NEW BUSINESS. COMPLETE IN- 
STRUCTIONS $35. AMERICAN REWEAVING INSTITUTE, 
1018 WATKINS ST., S.E.,. GRAND RAPIDS 7, MICH, 5544-29 


PROFITABLE, EASY TO 


The Jackson In-Weaving Shoppe, wholesale and retail weavers. 
Moth holes, burns, tears woven. 15% off to the trade. Fast de- 
pendable service. One of the largest mail-order weavers in the 
business. Postage paid one way. 618 Home Savings and Loan 
Bldg., Youngstown 3, Ohio. 5376-29 


The FREN( H TEXTILE CO. has been doing good reweaving 
since 1920 128 Ave. A. Roche ster 21, N y 5598-29 


ADAMS WEAVING COMPANY tli 
weaving. Burns, moth holes linens and sweat- 
ers. An extra service for otter with an excellent profit. 
lop quality workmanship that will avoid trouble with plant dam- 
wes. Quick and guaranteed service. ADAMS WEAVING COM- 
PANY, 1010 Republic Building, Chicago, Hlinois 5470-29 


best known name in Re- 
mips in garments 


you to 


fhe FRENCH TEXTILE CO. does beautiful work on sweaters 
ind knitted dresses. 428 Ave. A, Rochester 21, N 5599-29 


REWEAVING, ONE-DAY SERVICE: Cigarette burns, moth 
holes, tears, spots in clothes, linens, rugs, upholstery fabrics, like 
new. Small jobs returned same day. Send garments for estimate. 
GIVE US A TRIAL, You'll be amazed to see the difference be- 
tween our work and what you've been getting. Established 1910. 
American Te xtile We aving Co., 5 N. Wabash Ave., Chic ago , 4 
Il 5516-29 


REWEAVING BY THE SUPERIOR FRENCH PROCESS. 
MOTH-HOLES, BURNS, ETC. REWOVEN TO THE EXACT 
PATTERN. COAST-TO-COAST,. MODERATE PRICES. SMALL 
DAMAGES RETURNED SAME DAY RECEIVED. SATISFAC- 
TION GUARANTEED. SEND A TRIAL ORDER TODAY. 
R. M. WEISSERT, ROOM 607, 613 LOCUST STREET, ST. 
LOUIS, MO. 5545-29 


RE-WEAVING CHEAPER THAN YOU COULD DO IT YOUR- 
SELF! Prices 75¢ per running inch. 20% extra discount for large 
olume accounts. We pay return postage. Open account to estab 
lished firms. We ship garments same day as received. Work guar 
inteed for the life of the garment. Satisfaction or no charge 
Free signs, mailing labels and tags. THRIFTY WEAVERS, 310 
St. Clair St., Toledo 4, Ohi 3713-29 








REWEAVERS’ SUPPLIES 





Inweave and Wonderweave needles sold complete with illus- 
trated instruction sheet, $12 each. Replacement points, $6 
each. National Reweaving Service, 46 Whalley Ave., New Haven, 
Connecticut 2776-: 


ai §Orae 








CONSULTANTS 


IN TROUBLE? Our chemical analysis of garments and labora- 
tory reports place responsibility for damage, and save your 
money. Charges light. HUBBARD TEXTILE CONSULTING 
BUREAU, EDGEWATER, MARYLAND. 155-25 





LET US TELL YOUR CUSTOMER! Impartial laboratory re- 
ports on garment damage for settlement of claims, expert testi- 
mony for arbitration or referee. Prompt service, reasonable fee. 
TEXTILE ANALYSIS SERVICE, 44 Fisherville Rd., Route 10, 
Penacook, N. H 3635-25 


National Cleaner & Dyer 


When writing to advertisers please mention The NATIONAL CLEANER & DYER 











MACHINERY FOR SALE 
REBUILT TO WEAR WITHOUT REPAIR. Complete dry- 


cleaning plants for solvent or synthetic, also complete laundry 
plants. Large stock on floor ready for inspection. Write for 
catalogue or visit us. IMPERIAL LAUNDRY MACHINERY 
CO., 121 Greenpoint Ave., Brooklyn 22, N. Y., Tel.: EV-9-6585 
5199-4 
COMPANY, 
1463-4 
thoroughly overhauled and in excellent 
shape; Hoffman 140F unit; also filters and stills various sizes and 
makes. Very reasonable. Louis D'Angelo, 1070 66th St., Brook 
lyn 19, New York. Phone: Shore Road 5-6410 55 1 
Prosperity 6A fully synthetic unit, used less than 2 
years. Can be seen in operation. Priced reasonably; can arrange 
terms. Trade-ins accepted. IMPERIAL LAUNDRY MACHIN- 
ERY CO., 121 Greenpoint Ave., Brooklyn 22, N. Y. Ev-9-6585 
5200-4 
LIQUIDATION SALE OF ENTIRE DRYCLEANING PLANT, 
ALL MACHINERY Al CONDITION; 54 x 70” HOFFMAN 
BALLOON DRYCLEANING WASHERS; 48” and 60” AMICO 
OPEN-TOP EXTRACTORS; 5000 and 8000 GALLON FIL- 
TERS, MOTOR DRIVEN PUMPS, TRAPS, ETC. ALSO 
SMALLER WASHERS, EXTRACTORS AND FILTERS AVAII 
ABLE. VERY REASONABLY PRICED. WRITE, WIRE OR 
"PHONE FOR FULL DETAILS. WILLIAMS LAUNDRY MA- 
CHINERY CO., INC., 37-16 22nd STREET, LONG ISLAND 
CITY 1, NEW YORK. STILLWELL 6-6666. 5378-4 
IMPERIAL LAUNDRY MACHINERY CO., 121 Greenpoint 
Ave., Brooklyn 22, ’ Y., EV 9-6585, has available laundry and 
drycleaning equipment from several modern plants, some used 
only 3 years. Prices reasonable and terms extended. Write for 
our availability list without obligation 5201-4 
IMPERIAL LAUNDRY MACHINERY CO., INC., 121 Green 
point Ave Brooklyn, N. Y. Ev 9-6555, are selling for owners of 
PENN CLEANERS, 207 W. 38th St., New York City—Prosperity 
laundry and drycleaning units; Prosperity 60 lb. automatic wash 
er; 2 Mercury 140F units, 2 years old; tumblers 
miscellaneous items. Also available synthetic and petroleum 
cleaning units; 2-girl shirt units; 5 H.P. Ingersoll-Rand com 
pressor; 10 H.P. packaged boiler. Building must be vacated im 
mediately. Write or telephone for inspection and details. 5417-4 
For Sale:—Hoffman unit tumbler, still 
and two 500-gallon tanks ind only two years old 
Best offer buys the Hanover, Pa 
5688-4 





For drycleaning-laundry machinery try KEEL 
7230 N. Western Avenue, Chicago 45, Illinois 


Prosperity 6-A_ unit 


automat 


cleaning 


filter, extractor 
motor-driven 
Whisk rs 


Ww isher 


unit 531 Broadway 


3 HP 
in good condition 
& DYER. 

1 PENETRO CLEANING 
REAL BUY, slightly 


3-phase motor, Arma marker and 30” x 40” washer, all 


ADDRESS: Box 5716, NATIONAL CLEANER 
1 


PROG ESS jet cle ining action A 
used floor model excellent condition 
ADDRESS: Box 5717, NATIONAL CLEANER & DYER 1 
TROY WASHER, BELT-DRIVEN, 36 x 32” BRASS CYLIN 
DER. PERFECT CONDITION, $225.00. ADDRESS: BOX 5723 
NATIONAL CLEANER & DYER. j 
For Sale Practically new Keliable fur equipment; 1 cleani: 
2 shaker di . | haker table 2 hand iron Westin 
pipin hittings ete ed. TOWN 
CLEANERS. Park, N. J 
3740-4 
2.000 gallon filter; es 
complete $2,000. Bonded 
Michigan 9741-4 


drum 


house « OMmpressor 


and COUNTRY 
Hit’ 77-9100 


Panter 


reasonably pric 
Route 17, Rochelle 


Ss wa her 
piping 


cleaning nit 4) 
tumbler till tunk 
eaner 3225 Puritan Ave., Detroit 21 
NEW 42” x 42” HUEBSCH LAUNDRY TUMBLERS in 
wiginal crates. Never used. 4 heating coils; motor ire 220 volt 
} phase, 60 cycle AC. current. Will sell any one or all. Purity 
Pextile Mix Corp O10) East Slst St Kansas City, Missouri 


742-4 


HOFFMAN, 


5-8,000 GALLON FILTERS, 
BUTLER. Extra set of screen 


scraper type 
for Hoffman, 2-30" AMERICAN 
tumblers. All in good working condition, Reasonable offer a 
epted. CO-OPERATIVE CLEANING PLANT, IRVINGTON, 
NEW JERSEY 5743-4 
For Sale One enetr Process Jet-Action cleaning machine 
manufactured by the M. Blau Manufacturing Co Altamonte 
Springs Florida nonths old completely equipped \ 
$4,500) machine r onl $3,000. Write, wir 
Paragon Cleaners, 702 E. Hill St., Louisville, Ky 


or phone 
MAgnolia 156] 
5765-4 

flr less Lan kout 
ird ( le in 
5771-4 


Bowers caustic continuous cl 
boiler. ideal for $300 a week 


ers, Petersburg, Il 


eaning plant, 5 HI 
volume or beginner. Men 


For November, 1953 


When writing t 


advertisers piease ment 


Leather & Suede Cleaners 


4) Years Experience 


Jackets and coats cleaned and redyed with the 
original softness and color retained. Send your 
garment to our analysis department and we will 
without delay send you a full detailed report in- 
cluding cost for necessary work. 


COLE LEATHER CLEANERS OF AMERICA 


Phone: LEhigh 5-0060 or LEhigh 5-0250 
1287 Second Ave. Analysis Dept. New York 21, N. Y. 








DYEING 





SHARP'S RE-DYEING COMPANY—DYEING EXCLUSIVELY. 
WHOLESALE ONLY. We are now located in a large building 
and, in addition to our regular service on garments and house- 
hold goods, are equipped to give you a complete service on 
rugs and carpets, any size. 977 Jackson Avenue, Memphis, 


lennessee 160-12 


SENECA DYERS—EASY-TO-FINISH DYED WORK—TO THE 
TRADE ONLY. If you want the “BEST” send your next dye 
order to the SENECA DYERS, 1227 MAPLE STREET, ROCH- 
ESTER 2, N. ¥ 1562-12 
MAJESTIC DYE HOUSE: GUARANTEED GARMENT DYE- 
ING. Fast beautiful and bright. No wrinkles, easy to 
finish. Located centrally for fast service. Price list, color card, 
mailing material, free on MAJESTIC DYE HOUSE, 
3920 West Armitage Illinois 4157-12 


colors 


request 
Chi ago 47 


AMERICA’S FINEST GARMENT DYEING: Serving 
thousand CLEANERS FROM COAST TO COAST, wholesale 
only 1917. Our three-story plant is modernly 
equipped, and our high-grade dyeing will prove an asset to your 
KRAN-MER is a money-maker for the cleaner. Send 
and be convinced. KRAN-MER DYE HOUSE, 2435 
Third Street, Milwaukee, Wisconsin 4835-12 


several 


since large 
business 
us a trial 


North 


FROM COAST TO COAST LOEBL’S EXPERT 
KNOWN FOR QUALITY. To you top results 
PIECE is carefully examined before and after dyeing. Individual 
attention plus our semi-finished service, easy to press, steamed 
shaped and stretched gives you BETTER DYEING. FOR SERV- 
ICE, SATISFACTION, ship your work to LOEBL DYE WORKS, 
INC., 348 W. SALEM AVE., ROANOKE, VA. Price list, color 


card, shipping supplies free on request 4959-12 


DYEING IS 
EVERY 


give 


SUEDES AND LEATHERS cleaned and dyed to perfection 
Prompt service. Fully insured. Reasonable prices. Ship to THE 
SUEDE KING, 1311 East State Street, Sharon, Pa 5234-12 


Our 43 years’ experience, your assurance of quality on wholesale 
dye work. “We Know How.” WHITE'S, INC., Cleaners & Dyers, 
2487 Texas Ave., Shreveport, La. 5459-12 


le ither 
Leather Coloring 


jackets like new. For 
90 Herzl St 
5667-12 


ind re dve 


Ady ince 


Do it yourself, clean 
information write to 


Brooklyn 12, N. Y 








MACHINERY WANTED 


IMPERIAL LAUNDRY MACHINERY CO., 121 Greenpoint 
Ave., Brooklyn 22, N. Y., EV 9-6585, will purchase or help you 
sell your surplus equipment. Send for list or ask for representa 
tive 5202-3 





WANTED USED HOFFMAN UTILITY PRESSES, any 
iny amount. Address M.A.T.S.A.” Dr. Pasteur 113 
7, D. F., MEXICO 


model 
MEXICO 
5703-3 
Late model Hoffman te pper 
press and suit coat finisher 
Cissell steam iron tox 217 


ind legger, Hoffman dre finishing 
(.ro washer 36 x 54 ind 4H) x 48 
Anderson, Indiana 764-3 
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FOR "Peneiel Ware: 


TUNE IN ON L. A: YOUNG STAR-SERVICE GARMENT HANGERS 





STAR-SERVICE HANGER 


DIVISION OF L. A. YOUNG SPRING & WIRE CORPORATION 
9200 RUSSELL STREET, DETROIT 11, MICHIGAN 
PLANTS IN CHICAGO, ILL. TRENTON N J; LEEDS, ALA 
DIVISION IN CANADA MARSHALL VENTILATED 
MATTRESS COMPANY, LEASIDE, ONTARIO 





Before you invest in any drycleaning unit 


— 4 
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DY) open POCKET 
XG We like the 

o~ 
\ 


\ 
\ 


or, 


O pen-pocket cleaning does make a 
difference! And Jet-balanced open- 
pocket cleaning means more money 
in your pockets! Loads go in and out 
faster, for the quick service today's 
customers want. And the quality of 
work you turn out in your H-Jet is 
out of this world! ‘‘Whites"” and “‘spe- 
cials'’ look well worth a deluxe price. 


HOFF May 


That's because H-Jet open-pocket ¢ For perchlorethylene 

cleaning permits full-drop, thorough cleaning of 30-pound loads ¢ Single or two-bath 

soil-removal unmatched by any models ¢ Fully automatic or manual ¢ Available 

divided or Y-pocket machine. as “cold” unit with separate drying and reclaim- 
Join the swing to H-Jet cleaning. ing equipment. 

And remember that only the H-Jet 

offers you exclusive self-balancing for ; 

super-speed service that spells super All-In-1 Loading Full-Drop Washing 

profits! Ask your Hoffman representa- Super-Speed, Self-Balanced Extraction 

tive for all the eye-opening facts on Faster, Unblocked Drying 


open-pocket H-Jet cleaning now! Top Solvent Savings 


U. S. HOFFMAN MACHINERY CORP. - 105 FOURTH AVENUE, NEW YORK 3.N. Y. 





